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CONVENE 


IN IIXJN TODAY 


15 0 FIN A N C IER S SPEN D DELIGHT 
FU L 
DAY IN 
DIXON AND I I 
III VER 


PICNIC DINNER AT LOWELL PARK 


IStiwino.sK M eeting and E lection o f Of 
liters At E lk s Glttl» — letter 
Taken 
by floa t anti A uto to City Park Up 
th e R iv er— Dinner, Kikhm-Iics 
and 
R etrea t ion. 


^ One h undre d and fifty b a nk e rs o 
C ro up I liree of th e Illinois B ankers 
association w ere g uests of the b a nk ­ 
e rs of Lee co unty 
at th e ir annual 
m eeting in this city today , and with 
fa ir w e a th e r and perfect 
a rr a ng e ­ 
m ents, th e day is a m em o rab le one 
fo r all. 


E a rly th is m o rning, w hen tra in 
b ro ug h t financiers from a-11 
direo 
tio ns and auto m o b ile s b ro ug h t a con­ 
ting e nt of th e R ockford b ank ers to 
.D ix on, th e success 
of th e m eet in 
w as assured, a nd at 11 o ’clock, when 
th e first m eeting w as called to o rde r 


STEAM ROLLER 


MAIES FIRST TRIP 


DOZEN CONTESTED 
DELEGATES 
W HO 
FAVORED 
ROOSEVELT 
W E R E F L A T TE N ED OCT. 


Chicago, J une 7 — Special to Tele­ 
g r a p h — Tho s te a m roller, w ith P resi­ 
de nt T aft as chauffeur, m ade its first 
trip in C hicago today w ith disastro us 
re sults to th e R oosevelt forces. 
A 
dozen co ntesting deleg ates, each with 
h a lf a vote, who fa vo re d th e no m ina ­ 
tion of T heo do re R oosevelt, w ere fiat- 
ten ed out. 


S e na to r P o ra h 
w as unc erem o ni­ 
ously bum ped out of th e way . 
T h e six deleg a tes a t larg e from 
A la b a m a who favor T aft, w ere se a t­ 
ed today and also 
th e second A la­ 
b am a district deleg ation, T aft m en, 
w ere placed. 


SIX MEN RULE • 
NATION’S WEALTH 


Half Dozen Direct the Poli­ 
cies of 100 N. Y. Banks, 
Says Witness. 


ROSEWATER IS WINNER ' 
COL. HARRY S. NEW. 
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TZ 


MAIN HEARIN6 IS POSTPONED 


Manager of Gotham'» Cl eari ng House 


Give» Principal Evidence I n Inves­ 
tigation of the "Money T ru st" 


Before Congressional Body.' 


Colonel Lyon, probable chairm an of 
. 
„ , 
. 
_ 
, thè T ex a s deleg a tion, is a warm sud - 
>y C liairm an D. C. D urkes, over ono 
porter of Colonel Roosevelt and la on 
hundred and 
. 
. 
u liulf o f th e 
hankers 
na d reg istered. 


1 he morning session was held at 


;! f 
k8 ’ cl« b. where M a .or W 
„ 
■ in ton welcomed the v isitors to the I 


‘ a ncat ” ‘ ‘l» speech. KWiow- 
lo g th e respo nse by tv. o . W r|g ;,t of 


a s s o w 'lr ' ‘ he bUS‘” eS8 m a tte rs of th ‘ 
associatio n were taken up. 


A fter the b usiness 
m eeting had 
been w ound up. th e 
h a nk e rs w en 
convey ed by auto and boat to Lowe] 
Park, and h e re th e m em b ers of the 
asso ciatio n 
enjoy ed a good dinner 
and sp ent a delig h tful afternoo n. 
I h e visitors w ere e nra p ture d 
b> 
th e b eautiful scenery alo ng th e Rook 
and on every side they gave forcible 
ex pression to th e ir views in reg ard 
to D ix on’s tre a s ure of a park, Low­ 
ell. 


T he addresses this afterno o n w on 
of especial m e rit and pleased 
the 
g ue s ts in every p a rtic ular. T he sub ­ 
ject, 
N ational R eserve Assaoiation 
and th a t of “ Road P ro b lem s in Bli­ 


the ground to assist in the fight over 
contested delegations. 


CUPS ON FOUNTAIN 
NOT AS SPECIFIED 


w . c . T. r . LADIES ORDERED 
FOUNTAIN 
W ITH 
D IN N IN G 
W A TE R — GRANGE 
WILL 
RE 
MADE— WILL DEDIFATE F O U N ­ 
TAIN. 


As th e result ,of an investig ation 
conducted last evening by m em b ers of 
the \ \ . C. T. p., th e cups on th e sa n­ 
itary fo untain w hich that, o rg a niz a ­ 
tion has presented to th e city and 
which h a s been erected in fro nt of 
th e C ity N ational 
bank, 
will 
he 
changed. T h e cups w hich w ere 
se n 
with th e fo unta in w ere provided with 
cutoffs, w hich m ak es it necessary for 
th e user to first turn on th e w ater. 


PEERLESS LEADER 


PRAISES MILLER 


MANAGER CHANGE KAYS 
"OLD 
MAN 
G IU M P " 
CAN 
EASILY 


h o l d p o s i t i o n i f h e k e e p s 
GAIT l l \ 


T h us th e first re q uire m e nt of san- 
nois, w ere of especial intere st to th e! *biry fo untains, th a t tho w ater he a l­ 
ba nk e rs and w ere well discussed by 
H on. R o b ert W. B ony ngne and S. I-:. 
B ra ndt respectively . 


SUNDAY SCHOOL CON­ 


VENTION TONIGHT 


DELEGATES FROM THE SUNDAY 
SCHOOLS IN LEE COFNTY WILLj 
ASSEM BLE 
IV 
EVANGELICA I,| 
i HI RCH— ATTENDANCE 
WILLj 
RE LARGE. 


way s running , was no t m et, and ac­ 
co rdingly th e ladies have decided to 
have th e cups replaced w ith ones in 
which th e w ater is alw ay s flowing. 
In th e inte rim the sp ring s will he 
tak en o ut of th e p resent cup s 
and 
they will he used until th e new ones 
arrive. T h e p lum bing will probably 
he com pleted today , in which case 
th e m e m b e rs o “ th e W. C. T. P. will 
a rra ng e fo r special ex ercises to ac ­ 
com pany th e tur ning 
on 
of 
tho 
w ater. 


T h e a nnual convention of the Lee 
C o unty S unday 
School 
association 
will be held h ere this evening and in­ 
dic atio ns a re th a t th e 
Evangelical 
c h urc h , where, th e sessions will 
he 
h eld, will ho crow ded, 
as th e p ro ­ 
g ra m is a very inte re sting one. 
A 
la rg e num b e r of S unday school w ork­ 
e rs h ave arrived during th e day , 
to 
sp e nd th e a fte rno o n sho pping here, 
and to a tte nd th e sessions this even­ 
ing. 


FIN DS SFITCASE. 
A ndrew D ales o f Amboy , 
w hile 
driving to Dix on to day in an auto , 
found a telescope in th e road. The 
grip co ntained a rticles of value and 
the o w ner can h ave sam e by apply ing 
to th e Dix on police statio n at the city 
and a nd identify ing property . 


A ccording to R. W. L a rdne r, 
the 
C hicago E x a m ine r’s baseball ex p ert 
w ho is a ccom pany ing th e C ubs 
on 
th e ir eastern 
trip, C h ance 
is well 
pleased with the w ork being done by 
W ard M iller of th is city and as long 
as he continues w o rk ing as well as 
he has on this trip, he will he kept in 
th e g a m e steadily . T his m o rning ’s Ex 
a m ine r say s: 


T h e Peerless L e a de r said 
th e re 
w ould be no ch a ng e in th e p re sent 
lineup if th e C ubs didn’t lose 
too 
m any gam es to le ft-h a nded pitchers. 
He will s ub s titute T om m y Leach for 
W ard M iller if th e la tte r slumi>s, but 
Old M an G rum p is go ing so well th at 
C h a nc e is unw illing to bench him. 
Cha nce I'rai.so* M iller. 
“ M iller’s a b e tte r b a ll p lay er than 
1 th o ug h t he w as," 
said th e boss 
“ H e ’s just beg inning to th ro w the 
w ay I w a nt to see him th row . H e’s 
h itting all kinds of pitching and lie’s 
on th e bases practically all th e time, 
so how can I ta k e him o ut? Leach 
will get a chance as soon as one of 
th e o th e rs fails dow n. IKho kard is7 
going fine and Schulte, a lth o ug h be 
is n’t h itting up to his best m a rk , is 
so da ng e ro us th at all of th e p itchers 
a re a fra id of h im .” 


MANY AT N. 0, H. S. 


GRADUATION 


MANY 
HORSES A RE DYING. 
H orses in th e vicinity of M orrison 
a re afflicted with a disease know n as 
influenza. T h e disease m ade its ap ­ 
p e a ra nc e in th a t section a couple of 
w eeks ago and since th e n m any a ni­ 
m als have died. One of the local re n­ 
de ring w orks 
received 
ten 
dead 
h o rs e s in the last th re e wee!-:s. 


PRESBY T E R IA N 
CIU HCll 
R IRK- 
LY HELD CROWD THAT cam e 
TO SEE GIL IDE A T E S—-A DDRESS 
WA S GOOD. 


T h e 
P re sb y te ria n 
ch urch 
we> 
crow ded to capacity 
last 
evenin 
w ith friends of the g ra dua te s of th* 
N o rth Dix on high school, and the ex 
ercises w ere of especial m erit. Tin 
c h urc h 
Wi*y p re ttily deco rated 
for 
tiie affair ami th e g rad untec a p p e a r­ 
ed at th e ir best. The; m usic was fi r- 
nish ed by the Im perial q ua rte t of Chi 
cago, w ho gave a varied p ro g ra m of 


OBJ ECTORS TO DRAINAGE 
AND RAILRO \D TAX 
L ate th is afterno o n objectors were 
still 
h aving th eir h e a ring in the tax 
(use s in the c o unty court, and the 
iniU rations are th a t no decisions will 
he reached by th e court today . T here 
a re several o b jec to rs from H arm o n 
dra ina g e district No. 1 who are ob­ 
je c ting to th e dra ina g e 
tax 
levied 
th e re , and th e C. B. & Q. R ailroa i 
co m p any is ob jecting 
to road and 
b ridg e tax es 
in Amboy 
and 
L ast 
G rove, and to th e co unty tax . 


PAUTICTLARLY FINE LUM BER. 
Som e of th e finest tim b e r that has 
been seen in Dix on for som e 
tim e 
was delivered to C o ntra c to r 
E lm e r 
E hl for th e Loffus <fc O ’Connell build­ 
ing this m o rning by th e Hom e lum -j ex ceptional m erit, w hile the a ddre s t 
he r y ard. T h e tim b e rs are 3x 12, 22; 0,1 “ Thf‘ Man Who C a r e d, ’ by Prof 
feet long a nd are re m a rk a b ly clean j 
r a nk 
L. M iller of th e I’niversity of 
y ellow pine. B ut very few k no ts can j * hicago, was a w orthy effort in ever 
he found in the e ntire consignm ent.! P articular. 


a re m a rk a b le filing considering 
size of th e planks. 
the; 


MRS. MARKS IMPROVING. 


A le tte r received by Phil M arks 
from his da ug h te r, 
Miss R achael, 
who is w ith h er m o th e r in th e G er­ 
m an h ospital in Chiaego, sta te s th a t 
Mrs. M arks is slowly im proving. 


FORRESTON GAME 
IS HARDEST YET 


MRS. EATON IS BETTER. 
Mrs. E. S. Caton, who is very 
ill 
a t th e Dix on public hospital, is re* 


BALL 
PLAYERS 
FROM 
NORTH 
A R E W R O N G E ST THE BROWNS 
HA V E PLAYED THIS SE ISO.V. 


New York. J une 7 .—Six men direct 
outrig ht the 
policies of 
nea rly 
one 
hundred of the 
la rg est 
ba nks 
and 
other Industrial 
institution« 
in New 
York. 
They are: Frank A. Vanderlip, pres* 
dent of the 
N a tiona l 
City 
bank; 
J ames G. Cannon, 
president 
of 
the 
Fourth 
Na tiona l 
bank; 
W a lter 
E. 
Frew, president o f the Com E x cha ng e 
oank; Richard Delafleld, president of 
the National Park bank; Otto T. Ban- 
nard, president of 
the 
New 
York 
Trust com pa ny i A. Barton 
Hepburn, 
president of the New 
York clea ring 
house and cha irm a n of the board of 
the Chuse N a tiona l bank. 
The fiv e first named constitute tho 
membership of 
the 
clea ring 
house 
comm ittee, that a ll powerful org nnlza- 
lon, the New York 
Clearing 
House 
a ssociation. 
It is the controlling body 
jf the clea ring house. 
Mr. Hepburn is 
a member of the com m ittee ex -offlcio 
by reason of Ids being president of 
the clea ring house a ssocia tion. 
Committee D irects In Name Only . 
Thts com m ittee 
directs 
only 
In 
name. 
Behind its mem bers sta nd the 
sm a ll g roup of financial g ia nts 
who 
constitute the m oney trust, now 
un­ 
der Inv estig a tion 
by 
the com m ittee 
on ba nking and currency 
of the 
na ­ 
tiona l 
house 
of 
representa tiv es. 
Among them a re J . Plerpont Morg an, 
Thom a s P. Ry an, th e Standard Oil In­ 
terests and G eorg e P. Baker. 
Under ex a m ina tion by Chief Coun­ 
sel Sa muel U nterm y er, W illia m Bher- 
er, for 20 y ea rs m anag er of the clea r­ 
ing 
house, 
m a de 
a dm issions 
upon 
which the 
foreg oing 
a ssertions 
are 
ba sed. 
In 
New 
York 
before 
the 
cong ressiona l 
subcom m ittee 
E. 
H. 
Parrar, 
ossocia te 
counsel, 
Bat 
be­ 
tw een Chairman Arsen Pujo <J f Louis­ 
ia na and Mr. 
Untermy er, 
and 
con­ 
ferred consta ntly with each during the 
four hour hearing . 


Power Is Unlimited. 
T he New York clearing house Is a 
law uuto itself. T h% e is no legal check 
on Its g reat and ex traordinary pow ers 
it actually issues gold and silver cer­ 
tificates In im itation of the p ap er cur­ 
rency of the country which is used by 
the m em bers of the association prac­ 
tically to increase tho circulating me­ 
dium. 
In 
tim es of 
panic it issues 
clearing house certificates at will to 
b ra c e up the credit of Its m em bers, or 
such of them as It pleases, and o th er 
financial institutions that may not. be 
m em bers. 
Main H earing Is Postponed. 
Before the taking of testim ony was 
begun C hairm an Pujo rend a 
state 
mont prepared by the com m ittee and 
counsel in ex ecutive session 
a t 
the 
P la ta hotel, asse rting that a fte r h ea r­ 
t s 
as to tho operations of th e New 
Vork clearing house and 
stock 
ox - 
change liuv e been concluded in 
this 
city nex t week, the com m ittee will a d­ 
journ until fall. 
The reason assigned 
for this determ ination was two-fold. 
T he com m ittee perceived It to bo not 
desirable to carry on the investigation 
In tho "beat and ex citem ent of a presi­ 
dential cam paign.” 
It also 
deem s it 
unadvisable to test 
its 
inq uisitorial 
pow ers too far until the am enda to ry 
legislation passed by tho house 
and 
now being held up In the senate shall 
have been enacted Into law and signed 
by th e president. 


Named Chairman of Rep ub li­ 
can National Committee. 


Elected W ithout Opposition— 7 Com­ 


mitteemen of the 55 Abaent-—6 


Represented 
by 
Proxies. 


( hteog o, J une 7 .—Victor Rosewater 
! of Nebra ska wa s elected chairman of 
the Republican national com m ittee to 
a ct until the adjournment of the con­ 
v ention and the org anization of the ! 
new com m ittee. 
Rose wa ter was elect­ 
ed without opposition. 
By a v ote of 13 to 30. a motion to 
amend the rules to permit eig ht dele­ 
g a tes to second a roll ca ll in place of 
tw enty wa s defea ted. 
Two representa tiv es of each of the 
recog nized press a ssocia tions will be 
permitted to attend tho m eeting s of 
the conw dttee at which contests are 
considered. 
Indiv idual 
newspaper 
representa tiv es will he barred. 
W ith only sev en 
of the 
fifty fiv e 
mem bers a bsent and six represented 
by prox ies, the com m ittee beg an its 
conv ention work at the Coliseum nn 
nox . 
The com m itteem en posed for a 
fla shlig ht picture and then went Into 
ex ecutiv e session. 
Sena tor Dix on, the 
R oosev elt manag er, held tho prox y of 
Com m itteem a n Fla na g a n of Nev ada, 
hut did not use It. 
Those a bsen t were 
Simpson 
of 
Maine, Capers 
of South 
Carolina 
Thorton of South Dakota, Brook of 
Vermont, 
Perkins 
of 
W ashing ton, 
Pex ton of W y om ing and Holstein of 
Ila wull. 
T hose represented by prox ­ 
ies were Cav ender o f Colorado, Na g le 
of Missouri, Marlow of Montana, Cade 
of Oklahoma, 
Knig ht of California, 
and Shackleford of Alaska. 
Sena tor Dix on of M ontana quieted 
talk of a flg ht on Victor Rose water 
of Nebraska, for chairman, by per 
suading R. B. Howell to withdraw his 
demand for Mr. R osew a ter’s sea t. 


ENTIRE ATLANTIC 
£ FLEET FOR CUBA 


Reb ellion Sp read ing Rap id ly— 
May Need 20 Warship s to 
Sup p ress it. 


KNOX OPPOSES USE OF ARMY: 


WENDER0TH GETS BIG JOB 


New Y orker Named to the Position of 
United States Chief Architect. 


W a shing ton, J une 7 .—Oscar Wen* 
deroth qf the firm of Carrere A H a st­ 
ing s of New York, was selected by 
Secreta ry 
MacVeag h as 
superv ising 
a rchitect of the trea sury department 
to succeed J a m es Knox Tay lor, who 
resig ned. 
He was form erly connected 
with 
the superv ising 
a rchitect's of­ 
fice for six y ears. 
The now Official 
will a ssum e his duties J uly 1C. 


BROOKLYN WIVES STRIKE 


Protest Against High Meat Prices by 
8 m ashlng Plate Glass Windows. 


New York, June 7 .—Unable to long­ 
er leave It to the men, the housewives 
of Brookly n have gone 
on 
strike 
against the high price of meat. 
They 
began by sm ashing a plate glass win­ 
dow in one m arket and closing many 
stores 
throughout 
Brookly n 
and 
Brownsville. 
It Is ex pected that tho 
strik e will come Over to New York. 


Nobody about th« Coliseum in C h i­ 
cago it bualar these daye than Colonel 
{ New, who le chairm an of the com mit­ 
tee on arrangement« of the Republic­ 
an national convention. 


FADMERS PICK, PLOW 


AND PLANT CORN 


ROOSTER CLUB 


MEETS TONIGHT 


GLEB THAT 
W O RKED I P HOME 
DOMING W ILL S U I V E V 
FIELD 
O F DOMING AC T I VITI ES— WOOD 
MAN P A R A D E 
THURSDAY EV­ 
ENING. 


ANSW ER THE GAI L OF 
"GOME ON BACK HOM E” 
As a re sult of h er enclosing le tte rs 
to her tw o b ro th ers, George A. and B 
B ruce W ill of 
York, Neh., in 
th e 
“ H om e 
C orning” 
envelopes, 
Mrs. 
j 
C h a rle s . A. G odfrey 
today received 
w ord 
rfom th e m to th e 
e f f e -t that 
th ey and th e ir wives 
would leave 
York 
S a turda y for Dix on and 
th a t, 
they will spend the week 
ir» 
this 
city . 
I 


Local fans look fo rw a rd to Sun- 


Mrs. W olf and da ug h te r were here 
fro m H arm o n today shopping. 


ported to he im proving. F riends d< - |da y ’s g a m e betw een th e B row ns and* 
siring to inq uire 
about h e r 
h e a l t h ; th e fa st F o rresto n team with conaid- 
nnd m em b ers of th e Star» of E q uity "rub le Intere st, 
as th e 
F o rre s to r 
and the W. R. C. de siring to inq uire ' b unch is the stro ng e st 
the Browne 
about h e r health a re req uested 
to have gone up against this season. A 
call Mrs. Goo. Hefley by telephone, j week ago they rom ped aw ay w ith a 
. 
g am e a g a inst th e F re ep o rt reg ulars 
; and last. S unday th ey defeated Roek- 
LR ENSED TO W ED 
j fo rd's b e tt team w ith s ta rtling ease 
A m a rria g e l i e ns e was issued to-. L ad fog wilJ 
a dm ltte d fre# , to y in_ 


day to G eorge S io th o w er 
and Miss da y ’s g a m e and th e re fo re the atte nd- 
B ertha H aas, b oth oj Dix on. 
ance will bo very large. 


SOG IA LIST MEETING. 


T h e B ooster club will meet In ex ­ 
ecutive session this evening at th eir 
h e a dq ua rte r» In 
th e Shaw building 
on East First street. 
Minor details of Die p ro g ram will 
he com pleted and th e club m em b ers 
will discuss H om e C om ing week in 


g eneral. 
W oodmen Will Pa ra de. 
T he W oodm en of Dix on have se ­ 
lected T h ursda y night as their» and. 


t h e r e f o r e , T h urs da y night 
will 
he 
given over to th a t o rg anizatio n 
T he 
lodge m em b ers a re p lanning a parade 
of th e street« of the business portion 
as th e ir part of th e p ro gram 
T h e Elks, w ho have « elected F ri­ 
day night, will also p a ra de 
Friday 


evening. 
T h e W oodm en a re req uested 
meet at th eir lo lg e room s at 7 p 


to 
m. 


GORN IN ALL 
STAGES IS SEEN 
IN (O I RSE OF A SHORT 


DRIVE, 
People from th e c o untry no rth e a st 
of Dix on who visited here y esterday 
report un unusua l condition in June, 
in th a t w hile th ey were traveiiug a 
few mile» » they saw 
p<*ople picking 
corn, p low ing corn, p lanting corn and 
plow ing fo r corn. 
And th o conditio ns 
ex isting 
in 
th a t « e dio n a re said to he duplicated 
in tuany o th e r p a rts of the country . 
It 1« w olf know n that a large num ­ 
ber of fa rm e rs wore unab le to get all 
of th e ir corn In last w inter, and th e 
wet sp ring has m ade It Im possible to 
pick it early DiIh y ear. A scarcity of 
good seed corn, to g e th e r with m any 
failures in th e first planting» , 
ac­ 
c o unts for tie* ex trem e lateness 
p lanting this y ear. 


GRADUATION IN 
STEWARD TONIGHT 


GDI'NTV SU PE R IN T E N D E N T MIL­ 
LER AND ORCHESTRA 
LEFT 
FOR E x kRC IK ES, 
C ounty S up e rinte nde nt L. W. Mil­ 
ler and S trong'« o rc h e s tra loft this 
a fte rno o n 
in nn auto for 
-'toward, 
w here they will ta k e part in the grad 
Mating ex ercises of He* S tew ard hi h 
school thts evening. Prof. M iller will 
deliver th e add rota of th e evening, 
w hile th e o rc h e stra will play som e 
of th eir e nte rta ining 
s e l c i Hons, 


ALI/OW I S TO PRESENT 
THOSE OLD EA VOR I TEH 
Alex Bondi and wife, who furnish ­ 
ed so m uch police court new s a y ear 
ago and who left Die city for a time, 
a re hack again 
both in th e ir 
old 
hom e east of th e city , and in 1 lie po­ 
lice court» . T hey b rok e into th e legal 
lim elight last ovening 
w hen 
Mrs 
Bondi had h e r bimba nd a rre s te d for 
using e x tre m e and m asculine forte 
1n a ss e rting h im self as lord of his 


c a s t l e 
Bondi a dm itted th at he may 
b a ve been too stre nuo us and paid $ 3 
and costs to Justice llanrie k e n. 


Effective Force of Marines w m Reach 
12,000 — Eetenoz 
Heads 
10,000 


Troop«— Gomez Suspends Con­ 
stitutional Guarantees. 


W a shing ton, J une 7 .--S o rapid i» i 
the spread of Insurrection throug hout 
Cuba, and ho l it t le h a s been done by 
the Gomez g ov ernm ent, that official» ! 
of the nav y departm ent ex pressed be­ 
lief here that the entire Atlantic flaet 
of 20 ba ttleships would bo necessa ry 
to suppress It. 
It is believ ed that or­ 
ders for u mov em ent of the first and 
second div isions, Including eig ht bat­ 
tleships, will be issued within the nex t 
few day « . 


Knox Opposas Use of Arm y. 
Secretary Knox ex pressed him self 
a s being nnnlteruhly opposed to the 
use of the army In Cuba, ex cept in 
ex trem e em erg ency . The nav al esta b­ 
lishm ent, including tho murines, ho 
decla res, will be a ble to 
m eet 
the 
situutiou. 
The flrnt ba ttleship div ision, com­ 
posed en tire!/ of dreadnoug ht a, will 
be nex t to a nsw er the call. 
It is in 
command of Rear Admiral Ward and 
include» the Florida, Delaware, Mich­ 
ig an, Utah and North Dakota. 
Thi» 
div ision Is the mpst powerful In the 
United Sta tes nav y . 
The second div ision, In command of 
Rear Admiral W inslow, will follow. 
R includes 
the 
Louisiana, 
Kansas, 
New Ham pshire. South Carolina and 
Vermont. 
The ba ttleship Virg inia of the third 
| div ision is making minor repairs a t 
Boston and the Iduho of the fourth di­ 
v ision a t Philadelphia. ’iT hese ship» 
will shortly J oin their sisters, making 
the effectiv e force 20 ba ttleships, in 
addition 
to 
the 
armored 
cruiser 
W ashing ton and the aux ilia ries. 


Can Land 12,000 Troops. 
Allowing sufficient men aboard to 
opera te 
the 
ships, 
Rear 
Admiral 
Charles E. Vreeland sta ted that each 
one of the firHt-class units in the fleet 
would bo uble to land 6 00, equipped 
with three-inch field g uns. 
T his pro­ 
v ides an effectiv e fig hting forte of 
12,000 men ready to take the field. 


Rebel Force 10,000 8 treng. 
So rapidly is tho Insurrecto force 
under General Estenoz Increasing tha t 
he now has an effectiv e army of more 
than 10,000 fully armed men in the 
prov ince of O fiente. 
In addition, ho 
Is able to 
send 
forces 
sufficiently 
strojig to threa ten both Suuting o and 
Guantanamo. 
In Hav ana prov ince the rebellion la 
spreading with such alarming speed 
tha t the entire Gomez army is kept 
busy wa tching suspects. 
In a m essa g e to the departm ent of 
sta te, President Gomez ex presses ex ­ 
trem e sa tisfa ction with the action of 
tho American g ov ernm ent in hurry ­ 
ing its forces Into Cuba. 
He 
sta ted 
that it will enable him to use his army 
in the field. 
Gomez Suspends Guarantees. 
Hav ana, J une 7 - President Gome* 
issued a decree suspending the consti 
futiona l g ua ra ntees throug hout Cuba. 
This pla ces all of Cuba undo n 
ia l 
law. 
President Gomez had been author­ 
ized by a hill passed by both house« 
of cong ress to suspend tho 
constitu­ 
tional g ua ra ntees. 
All captured 
ne­ 
g ro Insurg ent» will he dea lt with sum­ 
marily by federal» w hile the decree 1» 
In force. 


EUROPEAN KONG HIT 
PUB L ISH E D TOMORROW 


REMOVING DELL 


WIRES AND POLES 


HOME 
PHONE 
LINEMEN 
COM­ 
PLETING 
ARDUOUS 
TASK __ 
MANY FOLKS WILL RE REMOV­ 
ED, 


T he line crew of th e Dix on Home 


W . B. DJobold will speak on the 
o n 
T 
h u r s d a y 
to ta k e part in th e even- 


sub je c t of Socialism at B cier’g cor- lug ’« p ro g ram , 
ner S a turda y , J une -?h at 7 :30 p. rn.' 
Mr 1)0 bold i« from 
the Pacific Coa st GI/uNiNG Ol I I 
LI MLIXG HI ) . 
To be closed out at less th a n cost 
( S a turda y ) C. G, S m ith & 
S o n’« b a nk rup t stock . M iscellaneous 


w here Socialism 
i« advancing very 
rapidly . H e ha» been a tte nding 
t he tom orro w 
S o r b lD t 
N ational 
convention 
and 
will have som ething to say ab out the 
op ven Don and 
the com ing 
c a m ­ 
paign. 


“ Sihonldst 
T h o u See My 
M a i de n 
I olophone c om p any is rapidly com- 
F a ir” o ne 
of th e 
m o st 
ch a rm ing p leting th e w ork of razing ' « obi 
song» in th e fam o us o p e re tta , 
“ Thflj 
c o m p a ny ’s line a na 
itM u 
a 
D uke Of L ux e nb e rg ,” will be p ub l i s h - short, tim e th e task will m com plet­ 
ed by th e T e le g ra p h to m o rro w after- "d. T h e m any w ires In the dow ntow n 
noon. T h is 
election ha« been sung 
j distric t h ave been ta k e n down, rn I 
all over E uro p e and it Is ex pected to ¡th e old poles 
on w hich 
they v ere 
there! s trung will be ta k e n out. T he result 


M isses E va and /'’a th e rfne 
E d­ 
w ards of Arnbov were visitors in Dix ­ 
on y esterday . 
A 


p lum b ing goods, » inks, faucets, pip« 
and fit'in 
», valves, paint, m achine 
two th erm o stat« , 


m a k e a big hit in t a i » c o untry ; 


f o r e th e T eleg rap h readers will 
pleased to receive it in ad van 
e 
th e re g ula r publications. 


b« 
of 


oil, tap« and die« . 
etc., at V G. Fmlth & S o n’s store. 
’ 
|U)V DROWNED TODAY 


_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
! 
W a rre n Lully , drow ned (hi* afer- 
Í noon at 5 o'clock in Rock Riv er. 
M iss M i e na and W illiam Green^ I t is th o ug h t 
a nother 
boy is 
als« 
GiR. 
drowned. 


w ill he a m uch im proved aoi ear« ?ueo 
o f th e business stre e ts , as th re e to 
five poles in each block will bo re­ 
moved. 


HERE FOR HOME GOMMG. 
’ 
Jo e G reen of M arshall Field & Co., 
C hicago, is in Dix on to visit w ith his 
m o th er, Mrs. E liza Green, and to 
be 
p resent for the H o m e C om ing w eek. 


t 
' * ■ - ? 
h ' ' 
■ f f ! r-* * >.• ' 
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SOCIAL 


HAPPENI NGS 


lU R TflR & Y 
HOIUW COPI8 , 
MAY IB, 20, 21, 22, 23, 21, 25 
Have great possibilities 
and na­ 
tu re has latiihed many gifts u pon 
you : are a thinker, bu t often lack 
continu ity of thou ght, pu rpose ami 
abet lion. Poverty 
.riiid* you sr. \v. 
and u tiles? you hav e enou gh to grat­ 
ify you r desires can be dismally u n­ 
happy. If a woman, are apt to be ner­ 
vou s and ' 
ft. tea! u nless overcome 
in earl} life; if a mai 
ca ’ .dess 
’n 
manner. 


I'icnlf Today . 
The members 
>f the 
Fresh man 
class of the N. D. !i. H and elgafh 
grade of the name school chartered 
a lau nch of Mr. Coe today and 
en- 
joyed a picnic 
at Lowell park, 
a 
Urge Fiippl.v 
of 
lu nch 
occu pying 
space in the boat. 


S op h om or e * 
Picnic, 
Tile members 
of the Sophomore 
la;- of the North Dixon high 
school 
mi joy e I a boat ride to 
Lowell park 
oJav and a picnic. 


To Attciifl tirailnation. 


the 


Marj 
*hk at 
ml, : 


ret and Mary Rem­ 
are in Dixon to visit 
- 
Katherine Beale» 
— 


For Mr*. Yaile. 
Miss Ella Pratt entertained at din* 
Her tins evening for Mrs. Vaile, who 
is soon to leave it r home here for a 
trip abroad. 


t uhllc lierept|oii, 
\ 
tu bile m e nt i o n for R**v. itali» !' 
ty (’ri°smati. I'h it., pastor of 
•eiibylerlan 
chu rch, will 
i» e 
next Monday evening. Tin 


M U ’ 
the 
given 
tors 
their 


Iteti» ! ned to S id lin g Home. 
Mrs 
Win 
Randall and dau ghter, 
Ms-.-. L o’, 
of Storting, who have 
'been vi; it eg at fh 
home of Mr. and 
Mrs. Harr. IJerbst in Dixon, retu rned 
home today. 
School Picnic. 
The 
Hazelwood 
school closed a 
very su ccessfu l achool 
year 
with 
Miss Mary K. Mu rphy u s teacher, on 
Wodnefdny, Seventy-five fit 
. 
fills and patrons gathered and 


pas- 


of the several 
ehu rihe« 
and 
rongre-rations are most cordial­ 
ly 
. It, ; t0 be p; 
- 
t. A ahort i» - 
fori (1 
t grarn will be givoft, a ft" 1 
whi h the ladies Of tan chu rch will 
serve light refreshments, 
man will he welcomed for 
by 11, B. Raymond, 
for 
people by Secretary E. L 
the bu ß lnosss men h 
and for the pastors 
Mes 'anics Edwards 
sing two du ets 
moot a <1 Ro 


Dr. (‘riss* 
the chu rch 
the you ng 
Bailey, for 
y O. H 
Brown, 
by Rev, Fisher, 
and Reaji wir 
and M e \ Lorn a 
Knight v. ill sing 


De 


I gillies’ \|d. 
The Ladles’ Aid society of the M- 
E. < hu reh wits pleaaantly entertain­ 
ed yesterday a* the home of Mrs. I, 
E Wing.ert in North D » on 


REILIA A M I THE O’NEILL TWIN 
SISTERS IN \ S |X G I\G AND RANE- 
IN» . NI M l!i.lt AT THE FAMILY TH EATRE. 


Ltitieheoii Today. 
Miss NOnie Ronbrook etitertaineil 
with a lu ncheon toda. . 
Sehool ot lu dru ction. 
The school ot lu strín Hon for 
DIh- 
pt'-j irit t No. x of *lt" 
'’he 
, h lod: <* will 
ht a!j ae held In D >u i h i 
. 'i h 
die 


ais bride arc soon ex (» ©clod to visit ¡it 
Ashton. Mr. and Mrs. Yenerfch will 
make their home tit Rockford, la , af­ 
ter du ly 15. 


a picnic that day, J. E. Moyer fu r­ 
nished graphophone mu sic after « Bu ­ 
yer whi h was mu ch enjoyed, '¡be 
is the t.iird year Miss Mu rob;, lias 
tau ght the Hazelwood school 
and 
« he has been most snccc.sfu ! 


Gave Dinner. 
Mr. and Mrs. Frank Heaton of the 
Chicago road entertained ten gate t 
at dinner la 
evening in honor 
of 
their tenth 
welding 
annlvoranrv. 
The table decorations were in pink 
and white, roses, smilax anti ferns. 
The evening was spent in imisie. The 
gu ests gave to Mr. and Mrs Heaton 
n : liver and crystal water set which 
Is very beau tifu l and which the host 
and hostess appreciate very mu ch. At 
a late hou r the company dispersed, 
wishing Mr. and » Mr« . Heaton many 
harpy retu rns of their wedding an­ 
niversary. 


Attend limimi LnniheOn. 
Mr, and M”s. O B. Bu lge will go 
to Chicago tomorrow to aft,<nd the 


a vanna, 
niton, Mor-. 
Rock Fail« , I’roph- J 
\shion, f terlln.l, Paw i 
nnd Dixon. The official Inst ru e-' 
will he the Grand W ardeti and 
.lohnson. The past president and 
chief of instru ction, Mae K (’row-II 
of Rockford, will at ten.I 


tri-1 in, g, es 
p on, Sterlini 
etstown, Er'e, 
paw 
t OTh 
M rs. 


To Hlreatoi*. 
Fred Fu esimati, 
Wesley 
Hoyle, 
Harvey Bu zzard, Charle« Barton and 
Charle 
Kiefkln motored to Strealor 
to 
in tile Fu oHtman < ar. 


He. C. (1. \ en eeie li‘Mai l ied. 
Tu esday, du ne I. nt Dayton. Ohio 
occu rred the marriage of Dr. (’liarles 
O. Venerieh of Rockford, la 
Miss Eleanor Helen Flaherty 
Venerieh Ik the son of 
W. C. Venerieh of 


Rltlenonr-Snph Marring» *. 
Joe Saph and Miss Gladys A .Kit- 
toiiou r were u nited in marriage this 
morning hv Ju stire A. H. Hannoken 
at his office. Roth of the you ng peo­ 
ple have many friends who "ill ex­ 
tend coflgrat illations. 


Mr. 
Ashton 
and 
He 


and 
Dv 
\1 rs. 
and 


At 
Rev .1 
M. 
S t . James at 


SI 
.lame*. 
HcThst will preach at 
p. in. Su nday. Su nday 


The 
Sinning 
Poim 


lu ncheon of the 
Ho* John More 
g>ven tomorrow. 


Central chapter 
ciatIon, to 
of 
be 


Practice for < hildret» '* Hay 
The children of the Bapti-t Su n­ 
day school art* requ ested to meet at 
the ehu ii h at 2H10 tomorrow after- 
noon to practice for Childr,- *.’« day 
exercises. 
\t Grav hill I,odge, 
M’ss Sq 
" ■ and nic *e. Mte.a 1 or- 
rain ’ Hopper, 
oil spend next week 
at the Graybill lodge in low *11 park 


Today 's best 
should be 
tomorrow’s 
starting 
point. 


We try 
to 
follow this 
rule in all 
our work. 


Middle» --. C h e Dance 
Toe Middlcrs have nrran 
give two dances du riti;: lier 
lu g week, at Ru sh rook hall 
will he held on Tu e day am 
dnv eveniu u s. 


d 
to 
■ Com 
Thev 
Phu rs- 


T h at’s what 
keeps us 
b u sy . 


Th e 


school at 1 o'clock 


Attends Sterling Gradual ion. 
Miss .Merle Gu ynn went to Sterling 
this afternoon to attend the gradu at­ 
ing exercise« of the Sterling towii« hi| 
high school. She will he the gu est of 
Miss Elsie Root, ¡t member" of 
the 
.gradu ating class. 


HINT! 
Fine Photos 


II! Mast First Slr<*ct. 


I 


I 


$ Co mmo n Sense Silo 


I 


Mast y ou re­ 
m ove them ev ­ 
er fo often and 
rut* y t r in se 
to al l 8 y t ! e 
feeling 01 sore­ 
ness made thy 
the1 net t piece? 
For as little as 
$2 00 we 
can 
free y ou of this 
annoy ance and 
tit y our glasses 
with ti mount­ 
ing 
that 
will 
not initate the 
skin nor pinch 
the nose. 
Its 
pressure is gentle, but firm, 
and holds fast on the prin­ 
ciple of SUCTION. 


m j t m f î j 


The S o Q esfion Solve 


The 
talnod 
F ra nk 
dames 


Entertained Friends. 
following ladies wefo enter 
yesterday at tin* home of Mrs 
Stevens or North Dixon: Mes 
.Ialiti Meyers, Nettie M 
Dix 
on, E*a Trippler and Marv Ru pert 
Mrs. Stevens maintained her excel 
lent repu tation as a hostess by sers 
ing her gu ests with a deli clou 
nor and su p por. 


din 


r 
V (L's to M» *» *t. 
The I*. N G 's of Minnie Belle 11« 
he kali lodge, No. 4 23, are requ ested 
to meet tomorrow afternoon at 
lock in 1 (* O F. hall 


t wo 


O cl 


\t Ila lighter’« Home. 
Mr« 
Phil Woolover and mother, 
Mrs. A n d e r s on , were entertained 
y e: 
ten!ay at the home of Mrs. Wool 
ever’« dau ghter, Mrs. Dave laity, in 


Sterling. 
Attending Meeting. 
Mrs S. D Eastwood and Miss G e l­ 
i no l e Sellryver of St 
Lou is, who ar 
rived 
this m or ning for a visit at th 
East wood home, attende d th e meet 
lag of the Horticu lt u ra l society 


Balm' ra today. 


ia 


CI TY I N BRIEF 


I.OII! 


•{«; -tfc ^ ^ ÍS 


of Harmon was here to- 


I 
i 


Dr. W. F. Ay delotte. 


Neu rologi*t &, Health Instru ctor 
223 Crawford Avenu e, Dixon. 
Ann« v» ntment{» Secu re Prompt 
Service. 


M alls a» e folic inches 
thiek and 
ahsoiutolv 
aii tight. 
They 
are sub-1 
stautial and » -annoi eollapse or l» |o\x t 
down. T h eie are no inmps or 
h an d s' 
requiring constant readjust ment. 
Tin* height not being liv eil, it rani 
h 
added it» from y eai to y ear, as (lit ! 
Imrd im lease*, 
and nuu't the demand! 
for inereased storag« * rapiieitv . 


lCd 
day 
Pau l liau tort of Mendota was In 
Dixon today. 
Mr.. Win, Miller of Sterling visited 
re t odayy. 
Me. and Mr 
John W 
lBink« and 
son. of Compton 
are here visiting 
friend« 
V r and Mrs. John Egan and Miss 
Kgati of Amboy moti -ed 
to Dixon 
last evening in their handsome new 
tuto 
spending 
the evenin'’: 
» 


Dr. Stanley, tim Foot Specialist, 
left today fot Rockford, after a su c- 
eesnfu l three days’ professional visit 
her©. 
Dennis O ’Hare of Sterling was 
n 
bu siness visitor acre yesterday after­ 
noon. 
Mis« Amy Petersbu rger went, 
to 
Chicago todn.v for a short visit with 
relatives. 
Attorney E. E. Wingert went 
to 
Chicago today. 
Landlord Fred Scott of the White­ 
side hotel at Morrison, was here to­ 
day. 
Mrs. Ilenn W Vat es has retu rned 
from a few weeks’ visit In Oregon 
('liana and Rochelle, 
Lau ren Ward Wrenn of Chana 
is 
th« - gu est of his grandmother, Mr« 
Yates, 311 North 
O t t aw a avenu e. 
If in need of a good man to do odd 
jobs, call J. C Gibson, I2ht'> W. Sixth 
st reef. 
W. W. Gilbert has retu rned from a 
bu siness vi,ait in Moline. 
Mr. and Mrs. Dennis Boyer« 
of 
Sterling spent yesterday afternoon 
with Attorn« y John E. Erwin, Mr, 
Boyers’ cou sin. 
Mrs George Conley left this morn­ 
ing for Yangoqver, B. C. She was nc- 
ompanic« ! as far as Rochelle by Miss 
Csther Conley. 
Sherman L. Shaw of Lee Center 
was here today. 
Frank Briggs of Sterling 
visited 
n Dixon and transacted bu siness to­ 


day. 
Postmaster Chadwick 
of Ashton 
\ as a bu siness visitor in this city to­ 
la v. 
Watch for Miss Minerva and Wil 
Ham Green IIill. 
John E Moyer and <V B. Anderson 
motored to Chicago this morning in 
*h«> Moyer car, 
Mr 
am] 
Bu rton Gillespie of 
Bru nei' * ill« ', 
state, are visiting 
wiith Mrs. Lu e« 
'u mpbell and son. 
Mrs 
John 
Reinhart of Franklin 
Grove was in Dixon yesterday shoj 


ping. 


F am i l y t h e a t r e 
The two new acts at the Family, 
which opened last evening for the 
balance of the week, pleased all lov­ 
ers of good dancing and instru m ental 
nu mbers. Riley and the O’Neil Sis­ 
ters have a singing arid dancing act 
that I« a whirlwind 
from sta rt 
to 
finish and their work was especially 
pleasing. 
Karl, Jennings & Earl are both vo­ 
cal an« l Instru m ental and one of the 
m em bers gave selections on the vio­ 
lin and piano that proved him an ar- 
Of the late popu lar sones. 
tist of merit. They render a nu m ber 


TOQ. LATE TO CLASSI FY 


WANTED. Lawns 
to care for. Can 


f u r n i s h lawn mower. Drop 
me a 
card. F rank Fisher, 1512 West F irst 


Hi. 
3* 


day 
Address 
34 3 


IX -IT. 
A black and gold class pin 
With the initial M o.i » he 
back. 
Between 1st and 
9 th Sts. on Galena 
A ■ 
Finder kindly retu rn to this of 


flc 


*WA1 TED. Tallest man In Dixon for 
sandwich man. 
Enqu ire of 
Mr. 
Goodrich, at O. 11. Brown «V Co. 34 : 


WANTED. Lady interested In enm a 
tional work for employment abou t 
two months. Salary $1.50 per 
State present employment. 
“E,” Care Telegraph. 


FOR RENT. 
Half of dou ble hou se 
at 509 Third St. 
Mrs. 
Herbert 
Hopper, The Hospital. 


! OST. Telescope containing clothing. 
Finder please leave at this office. 
34 3* 


WANTED Washing to do at my home 
Will call and deliver. Call at this 
office. 4OH S. Hennepin. 
34 3* 


F o r RENT. 7 room hou se, corner of 
Man roe & Second St., with bath 
& 
fu rnace and all modern conveniences 


O. C. Loveland. 


34 tf 


4 


Ju ne 
3 I 3 * 


Alo Guess Work 


WANTED. TOO berry pickers 
10th. J. L. Hartwell & Son. 


day. 
FOR SALE, s room hou se in line re­ 
pair, with city water and gas, small 
barn and lots of fru it. $ 1 <*;»(> if tak 
on at once. H. C. Dixon, Jeweler. 
3 4 1 


FOR SALE. A lot and a half, 75x150, 
east front. Will « ell for $1n0. Wou ld 
he cheap at $300. Ixx ated on Grant 
Avo, H. C. Dixon, Jeweler. 
34 3 
LOST. Gold lock« *t and < Inin. Finder 
pl« *as« ' retu rn to th 
of lice and re­ 
ceive reward. 
I *> 
WANTED, Position as hou sekeeper, 
or work in private family. 
Apply 
K20 Wr, 4th St. 
3 1 0 


Are Yo u Discrimin a tin g ? 


If y ou enre for those little artistic 
touches, which distinguish high! 
flradp iiortrnits from the purely 
mechanical photograph, the 
CHASE PORTRAI TS 


will appeal to you . 


Newton Hemminger 
Parcel Deliv ery 


Will Give You Prompt Service 


L e a ve o rd e rs a t Til Iso n ’s Sto re 


jP ack ard 


W. I). D R E W 
00 Pcoriu Ave. 


with friends. 
Mrs. Lottie Horton left 
last «’veil­ 
ing for Ru ssell. Kas., to visit with 
her brother. Geo. HowlandY for abou t 
five weeks. 
Prof. .1. L. Hartwell retu rned 
<«*• 
« lay from Blessing, Tex, Mrs. U n­ 
well will remain longer and "ill 
be 
join« '« ! later by Miss Leila Hartv.c! 
Mr 
and Mrs. Frank K e m e n 
Franklin Grove, were in this < ?v y 
terday. 


EVEl i t TEST for eyeglasses that 
make is based u pon sclentMic train­ 
ing, 
l II \ \ l 
>1 \DL the S t u dy of eyes 


m d glasses my life work. 
OFFIC E is equ ipped with ev- 
■ry instru ment neressarj to get ac- 
u rat« ' resu lts. 
MY GLASSES fitted to you r eyes 
are gu aranteed to give you the relief 
that you are seeking. 
OVER A.OOO PEOPLE have fou nd 
r< Hot by wearing glasses fitted by 
me. 
C \ N Yol 
ll-’H H f i t to 
tru st 
you r 
« ■'« ’« to anyone not so well etpiippe« ] 
to care for you r eyes? 
21 I l iiM St. 
Plu me Mil. 
Hou rs 
Satu rtla} and Monday, 


l)r. C. II. Gilmore 
Gradu ate 
optician. 
Eyes 
glasses accu rately adju sted, 
reasonable. 
Office, Opera 
Block, Room 2. 


To Keep Your Floors Beautiful 


USE 
J OHNSON’S KLEEN FLOOR 


With Johnson's Kk-cn Floor any woman can caialy 
clean—like new. 
.cep her floors bright and 


Johnson’s Kleen Floor reju venates the finish—*-brings back it« original fx-au ty 
—greatly improve« the appearance of all floors, whether finished with shellac, 
varnish or any other preparation. 
Johttson’s 
Prepared Wax gives 
the floors that soft, lu strou s, artistic polish 
which does nr» t show fteel-mu rks or scratches, and to which dtrst zaU dirt do not 
adhere. 
U is ideal for polishing woodwork, fu rnitu re, pianos, fcts. 


ROWL AND BROS., Dru g g ists 


T H E 
ADVANTAGES 


The ample capital of the City National 
Bank; its financial position in the business 
worki; its established reputation for clean 
conserv ativ e banking methods: its mod­ 
ern equipment for the protection of de­ 
positors' money ; its resources, organiza­ 
tion and outside connecfions which en- 
ableDt to be of Very material serv ice to 
its customers; its facilities for the prompt 
and accurate transaction of financial af­ 
fairs entrusted to its care are adv antages 
worthy of consideration by those just 
starting a bank account as well as by 
those who wish to form a new banking 
connection. 


City Na tio na l Ba n k 


DÍXON, ^ILLINOIS 


Fre n ch Dry Cle a n in g 


Fo r L a d ie s’ & Ge n tle me n ’s Su its 
/• F* Cummi ns 
ta i lo r 


has put in a machine for doing this work and if y ou 
Will giv e him a trial y ou will find it done to y our 
entire satisfaction. 


94 Qalena Av enue. 


Old 
Hickorv 
Furniture 


Did Hickory is the only line of out-door furnit. 
lire that is satisfactory as regards c » mfort dur- 
ability and appropriateness. 
We hav e chairs, settees, tables and swinging 
porch seats. 


tested, 
Prices 
Hou se 


MESSER’S 
NORTHERN MICHIGAN LINE 


Every evening, 


The only ex clusiv e Tea Store in 
town. 
We keep up the Quality of 
9 ( our Teas, Coffee, Ex tracts, Sj ices, Eu 
to 
A new line of Premiums, Rugs, 
Curtains. Granite Ware, Vases Pet. 
TO BE GIVEN AWAY 
Come an« ! 
See Us. 
Dixon 
T Sto re 
.11. MESSER. 
Galena Ave. 
Prop 
Goods Delivered 
Phone C80 


The El egant Steel Steamshi ps 
Manltou ” — “ M issou ri” — “ Illinois” - “ Manlste©” 
offer unriv aled serv ice between Clneego. Cbnrlev ois. Petoskey . Mackin.c 
W e nd and .other famous Summer resorts of Northern Michigan, connect­ 
ing with all lines for Lake Superior and Eastern Points. 
SPECIAL SEVEN DAY CRUISES 
The Steel Bteamnhip ‘-M lä8 0U&IH to 
COUIRCWÓOI, (HIT., and retu rn 
vt« M« u 'kinno "Soo,1' N orth « .liaaoel 
•a d 30 ,0 0 0 Islands of lieorglsn llsjr — 
$4 0.00 
Including m e a ls a n d b e rth 


The Popu lar Steam ship ' V.ANISTKF." to 
SIILT STE. MARIE, and retu rn 
ri* Mackinac—retu rn» Bg ri» a portion 
of licoritian Bay au o the Scenic u ra a d 
$2 7 .5 0 
« « m eato atto batob 
Throe an? the finest fresh wafer trips In th e world 
You ahou ld see the 
niagnttloent » rvnery r>r th» Sw ftierland of am erle» . You can enjoy ada- - 
light fu l ou tm *. have « 'cmfortahiistateriM iiu s, excellent table and belo Sight 
of land most of the way. Kor Illu strated folder and book of tou r» . “ 
" « • i c CM UT.sr.a. M k n >« l Sa clt. B« Ué I ni tL I nto . C IU M 
m 
u j n i s s m r * * 


Th e 
Ba rko o t Wo rld ’s Grea test 
Sh o w, h a s b een en g a g ed 
by th e Bo o ster Clu b o f Dixo n fo r a 


F O R O N E S O LID V /E EK, C O M M E N C IN G 


I liis c o m p n n y h a s Im vii no tio n; <cH l« y I 
c ita n , mo ral and relincd; mig ht y imaian 
o w n 
M ]U ifm iP iit~ -*p í*P ¡u ] 
m o ’, o m c n t. 


•3U O 
P e o p l e 
i n 
t h e 
C o m p a n y 
They carry twenty -fiv e attractio ns, Fo ur free acts 
and the Ro y al Italian Band 
----------------TIJFY ARE AS FOLLOWS--------------- 
CIHCUS 
R 0 y A L - 
ZOOLOGICAL ARENA 


ELKtriRiCiA, 
T he 
THE 
BEAUTIFEL 
ORIENT— Where y o u 


will see a repro ductio n 
o f the Far 
Eastern 
co untries in their nat­ 
iv e co stume, in marri­ 
ag e 
ceremo ny 
and 
lau^h mad y o u can’t 
— and then tell y o ur 
friends abo ut it 


MERRY-GO-kOUND—The eiuldreti’s fav o rite 
tlx * Merry -Go -Ro und where they ride 
tlm.se 
lio lihy -ho rscH, and if is o ne o f the swell» si that 
ev er cam e lliro ug ht this p; rr o f tie ro unfry . 
LIKE AND DEATH OF J ESSE JAM! J 
Do n 't 
fail to see it;aiso the Black iland u is wo nderful 
A STRANGE MALAY PRINCE, and Luttur 
the Fro g Bo y . 


THE KATZENJAMMER KASTLE, the place 
y o u lo se y o urself. 
THE KRAZY HOl.BE, the place to Lm^ls mid 
where y o u fo rg et y o ur tro ubles, 
i OUkriN ONE sho w. 


THE FERRIS WHEEL— Win re y o u g et a nice 
v iew and see the co untry > 
THE ALLIGATOR DIR! -F athers and Mo thers 
he f o re and see the Allig ato r (nil, the g reatest 
v o ral *r o n earth. 
f HE FATTEST CHILD that hns ev er been seen 
hy American public is J o hnny Webb. When 
o t e y ear o ld lie weig hed 101 jio unds. 
He is 
ix w •"> y ears o f ag e and weig hs 
2 % po unds— 
a v eritable king o f fat babies. He was bo rn 
411 
Pittsburg , Pa. 
'I HE LARGEST SNAKE in the wo rld. 
Ly g ptio n Hull Wo nder City , So So and 7 in 1. 
And sev eral o thir splendid attwetio ns. 


L r V > q 
| | j i i S P l l f l R Q 
Prin ce Ne l so n, 
hi gh wire wa lke r: Me fle Oro co , 
§ 1 w U 
n i l ! l l y l l U i l u 
a sce n d in g a n d ce sce tid in g th e sp ira l to we r a mid 


fire wo rks; Ba b a Ne sn tia n . h ig h e st 
d/Ver in th e wo ,Id ; M. Sa ma *o a , 
in h is g re a t clo u d 
swin g a ct. 
_______________________ 
A S O LID 
W E E K O F F U N 
A N D 
A M U S LiV lfc N T 
We In vite th e Wh Ok Na tio n . 
Do n 't Fo rg e t - Six Dig Da ys a n d Six Big s Nig h ts 
J UNE 1 0 - 1 5 I N C L S I V E 


K S M 


Only 2C days until the 4th of July. 
Which is another holiday. 
i om miss ion or Van Bib b er refuges 
to state whether he attended the ear- 
nival at Davenport 
while 
visiting 
there. He admits he had a good time 
however, an,] it prob ab ly can b e sur­ 
mised that he took in all* the « hows. 
Another startling* 
discovery 
has 
b een made 
Barney Hem men 
uses 
red ink with which to write all 
his 
checks. Barney’s scrihe is a cross b e­ 
tween Egyptian hieroglyphics 
and 
hen scratching and it is b ecause of 
tha t fact that he uses the 
crimson 
ink. it makes his checks more easily 
read. 
Our sympathies are tendered that 
young man who works in the wagon 
company’s office who. with his fam­ 
ily, went up the river yesterday af­ 
ternoon for a fishing trip and after 
arriving at their destination found 
they had no b ait. As a result 
the 
man of the party had to b eat it hack 
to town for some minnows. 
One-eyed men will b e charged hull 
price for one of the shows to he put 
on during Home Coming week. And 
knowing the young ladies who are a r­ 
ranging for the show we have half 
a notion to go and have one of our 
lamps extracted. 
( 


R o m e TT A u to No . 
You see, old sport, it’s just like this, 
The Home Coming is almost here. 
And those who do not come will miss 
The b iggest thing of all the year. 
7 W onders of the W orld. 
((Revised hy our Suffragette Editor) 
1 wonder if he is married. 
1 wonder if he will« propose. 
I wonder if he ever said that to 
another girl. 
I wonder if tha t’s her own hair. 
1 wonder where they got the m on ­ 
ey for that auto. 
I wonder if they will he hapny. 
1 wonder if he mailed those let 
ters. 
W o n te d . T h e H reaso n W h y — 
A cat is never satisfied whether in 
the house or not. 
The man next door generally wants 
to use your lawn mower just when 
you do, an l generally does. 
A woman will wear a switch three 
shades lighter than her own hair and 
imagine she is fooling someone. 


SMILE. 
Rockford Register .Gazette: 
world is like a looking glass; if you 
smile iu it. it smiles b a k; 
if 
you 
frown, it frowns. 


U CITY SOLD M rX K T rA li 


O O H TUfO PLANT 
The may o r o f Coal City In an open 
tetter announces that Coal City oper­ 
ated a municipal lighting plant for a 
« um b er of years and the plant was 
Very costly to the city. The citv sold 
the plant and applied the money else 
T h e | ' l ^ore* 
now the city is getting 
b etter and cheaper electric lights and 
the plant is not a hone of contention 
In city polities. The following is the 
text of the Coal City letter: 
The municipal lighting plant 
of 
f oa l City wag sold: * 
. 
* 
~ — » ~v4. .*..** pm uu(is 
0 1 m em 
Hera use » fter » b out fifteen 
years! have arranged for some woman who 
w*, 
- , 
v 
experience th,e much advertised 
some I has succeeded in her chosen » rote« , 


cio-k* *h o » ! r mS t0 
aV° US 
f° Ur 
f° r Uothifts llns fai,‘^ te m a -J s ion to lecture b efore the high school 


Watch for Miss Minerva and Wil­ 
liam Oreen Hill 


1 5 V t L 
Mrs. Clara rfrown Ly man, in the 
W o rld’s Wo rk for May, gives it as 
her opinion that the reason there are 
so many restless, inefficient working 
women is a lack 
of proper school 
training. Many women lose the b est 
of their live, she says, flound­ 
ering ab out at one thing or another, 
in a vain attempt to happen upon a 
where they flr In. 
This place 
should he found for the girl while 
« dm is still in school. A numb er ot 
educated women have realised this 
eed already, and groups of them 


o’clock shower. 
One way in which to b ecome con 
tcnto^l with your job is knock off and 
go Ashing. 


A modern physician says 
house­ 
keeping is the b est known cure for 
nervousness 


* 
. 
I * ir]* ono° a Wfl,'k to t,e1! them of the 
writer had exceptional oppor-l possib lliti« » . the hardships 
the re- 
tum ty to know something ab out 
nj q uirem entj in her own 
particular 
municipal plant, as 1 was electrician I field of work, po that they may hear 
for five years, resigned, then was el I from women who have made 
the 


niggle, just what it means to sue 
ceed. 


The experiment has b een carried 
far enough to show at least that such 
method forees girls to think what 


ected to the council, then a s mayor. 
There are a hundred reasons why a 
Do you want good 
roads? 
Then feity cannot operate an electric plant 
talk good roads! Talk them all 
the I successfully. 
A few of the reasons 
(fine! 
Tfare: 


New Jersey has passed 
through 
. First. No small plant operated 
at I they want U> 
the presidential primary 
crisis b ut ! night can produce electricity eoonom-1 fore thov are set. 
11 
n 
** 
h „ „or mnBriuitoeo, 
L , Ity am, „ not run 
, i * , 7 ? . £ " 
Z \ * 
* 
M acveagh’s plan to make m oneyfgood as nothing. 


¡Second. Because the management,! 
MOSQPITOES 
usually without any previous b usl-j 
To clear a room 
of mosquitoes, 
ness training. fS changed every two Make a piece of gum camphor ab out 
years and even if b usiness men are! one-third the size of an egg 
and 
elected they will not devote 


smaller is excellent, b ut it would In 
a popular idea to make it more fre­ 
quent. 
<8* 
A Missouri, girl is suing a man for 
$20,000 for three kisses. Honest, the 
way 
we 
fellows get held up these 
days is something fierce. 


Lawyers’ stationery 
for sale at 
this office. 
I t f I f 
t f 


Nov e l a nd Se rv ic e a ble . 
A steel enne that can 
b o 
taken 
apart and reb uilt into a sub stantial 
stool in half a minute 
Is a French 
novelty. 


the time 
necessary to understand what they 
are supposed to do.- 
Third. The operation and m anage­ 
ment of an electrical plant req uires 
men specially trained and with some 
thing at stake, which is never 
t 
case in a municipal plant. 
f ourt h. The electrician usually In 


evaporate it over a lamp or candle, 
faking care that it does not ignite. 
Dr b urn a small amount, of Persian 
potfder on a saucer and d os e all the 
doors an<l window« to keep the fumes 
in the ro o m. 
Oil of pennyroyal left uncorked in 
room at night, or applied to arms. 
, 
/ - 
1 n(Vk or clothing, will often keep off 
charge has duties to perform that ex-1 mosquitoes. Oil of sassafras is even 
elude the first class, hut he compares | more effective and not only keeps the 


M iss 
Hill. 
Minerva and William Green 


Watch for Aliss Minerva and Wil­ 
liam Oreen Hill. 


Miller & Harts 


Famous Picnic Hams 
13c. lb. 
W 
C JONES 


GROCER 


FROM KALAMAZOO 


DIRECT TO THE FARMER 


favorab ly with the committee havm 
charge of him. 
’Fifth. Politics enter into the sele ■ 
tion of the plant employes, meaninr 
a change every election, of some or 
the employes. 
No political employ« 
in my experience, can compare vvitii 
a man working for a firm in efficien­ 
cy. To sum it all up, smppose you had 
$15,000 in a b usiness. You had no e\ 
Perience yourself hut 
you appointed 
eight citizens, also 
without exper­ 
ience, they to employ the necessary 
I help, do the b uying, etc. Rememb er, 


insects away, b ut relieves the stingj 
of tiie b ite. Oil of lavendar is 
also] 
good. 


M IL L IO N S I N HI T T E R . 
Do you Henow that Illinois stand 
seventh in the list of (b utter produc 
ing states 
Illinois, which stands so 
near the top in almost all lines 
o 
farm product« ? 
That is the position given hcr I» 
the census folk at Washington. Hh 
1« seventh despite all her rich pastur- 
they are only paid to attend a 
m e e t - 1 ftKe, vast territory and other advnn 
ing every two weeks, ns they can ,te-|teKes. Wisconsin, Iowa, 
Minnesota, 
vote only a few hours per week to 
see that the b usiness 
they know 
nothing ab out is run properly. Such 
is municipal ownership. The plant at 
tio time paid expenses, and was a 
ab solute failure.” 
Respectfully sub mitted. 
Signed: 
W. E. Somerville. 


hi ghw ay 
not i c e — r r r . i u 
TING OF CONTRAIT. 
LET 


Sev en different wo o ds, the famo us 
Califo rnia Red Wo o d 
and the 
I-o uisiana tite-water Cy press The 
Silo that ho lds the GOLD MEDAL 
o f the Wo rld’s ft.ir. 
See 
D. H. SPENCER, Ag ent. 
Teiepho 


W h y no t take y o ur Life Insurance with the 
OLD RELIABLE 
NEW YORK LIFE INSURANCE COMPANY 
And Be Free Fro m Wo rry 


Org anized in 18 4 3 


Notice is hereb y giiven that prop« » 


1 sals will he received b y the com mis 
sioners of highways or the Town <* 
Nelson, County of Ia*e, State of 111 
Inole, on the 15th day of June, A. 
110 2, for b uilding and repairing 
tain roads with rock macadam 
follow« . 
Beginning at the ruiv 
near the gate leading into the 
« on Buzzard 
residence 
in N 
Township, Leo County, Illinois, 
an 
thence Easterly from said point 
t 
distance of Fifty (50) rods. Also b e 
ginning at the Easterly end of th 
present hard road East of t he resi 
denco of George 
S. 
Ransom 
a 
thence Easterly 
of One 
Hund 
(100) rods. Also b eginning at th 
fop of the hill ab out a Q uarte r of 
1 
mile West of the Godfrey farm resi 
donee and running thence Sevontee 
(17 ) rods West. Also b eginning Fif 
teen (15) rods East from the top 
said thill and running thence East 
erly Thirty-three (33) rods. 
A1 
b eginning at the mail b oxes on sab 
road near tho Godfrey farm r« *sl ienc 
and thence Easterly 
a distance 
o' 
Fifty (50) rods. Also b eginning a 
tho b ridge alxnif 
Ten 
(10) 
rod* 
West of (he Hill school house and 


NE HUNDRED MILLION Do llars Insun,n *e in fo rce. 
W. W.GILBERT, Geneni! Agent 


(with the coiri;» U(iy2"* wars) 


rfyt: 


o'-“ *.*-—'* 
*** 
Purely Mutual 
■ w *-»« 0 1 m e 
o mpo sed o f o v er ONE MILLION po licy ho lders with o v er TWO BILLION running then Easterly 
tn th,. « m 
W b1 H I I M D P R n A4 F i T T A \ T D / \ l I r\ **n T n e n r , r» 
f - .» ,. » 
I 
nor and thence Northerly Fifty (50; 
rods, that the same will b e let b ' 
icontract b y pub lic letting, to 
the 
_ 
lowe« t responsib le 
b idder, af 
th 
f 
hour of One o’clock 
p. rn . at fh<> Fool 
School House, The work to he com 
pleted b y the First of Novemb er, 
D. 19 12. 
The amount and kin ! of work 
b e done according to plans and spec­ 
ifications now at the Town Clerk's 
office. 
The commissioners 
reserve, 
Ok 
right, to rejert any ami all b ids. 
Dated at Nelson, this 3rd day o 
Iurte, A. I). 19 12. 
W A LTER W. GEIGER, 
Town Clerk. 
GEORGE S. RANSOM, 
JOH N T. EM MITT, 
THOMAS F. DREW, 
» Commissioners of Highways 
june7 -l 1-13 


Pennsylvania, Michigan and Ohio are 
ahead of her and there Is not 
¡1 « in­ 
gle natural reason why any <*!' (b ent 
should he. Th« * whole stow is to).I in 
the fact tha t they have specialized i" 
an industry which has b een slighted 
tills state. VW have b een so Lit ¡.v 
ing corn that we have overlook- 
our chances as tin* leader in dairy 
ng. 
Apparently if is worth our while 
o give this matter a little more -it- 
tion. (Now that we are going 
in 
for diversified farming, poHsihpit!c*s 
Heading development of the «’ 
*•,- 
industry certainly must not he 
sight of. 


T SLEEP NIGHTS 


Vour Stomach is Out ,,f Condition 
T ha t’s All 
Many a disordered « to mac it has 
n j»111. in splendid shape with a 
few days 
treatment 
of 
MJ-O-NA 
stomach tab lets. 
You p rob ah l,i know that stomach 
troub le causes b iliousness, dizziness, 
nervousness, 
sink 
headache, 
b ad 
dream s foul 
b reath, 
despondency, 
weak eyes, n^l nose, « allow « kin and 
loss of memory. 
If you have any ot these troub les 
the chances are tha t Ml-O-NA atom 
aeh tab lets will put you all to 
th# 
good in a few days. T hey relieve af 
ter dinner distress in five mRiutes, 
Be sure and try thorn ami in they 
don’t do you as much good as 
joii 
thought they would, get. your money 
b ack. L a r .o b ox 50 cent« tit 
Row 
land Broe. and druggists everywhere 


G O V E R N O R IH ! V E E N H A S 
APPOINTED FLAG l*W 
Gov. Den er n lias just h sie d 
,¡ pro* 
mat Ion 
designating 
Friday, Jum 
4, as Flag day ami urging that the 
day iu* n«*i aside for patriotic exer 
cises and tha t Hie flag tu* displayed 
on all pub lic b uildings, school houses 
ufiiness houses and homes. 


NEW HAT S 
Seethem, p rice$1.50&$2.00 


Larg e v Line Elg in Shirts. 
Driv ing Glo v es fo r Ladies and Gents. 


Suits Made to Measure 
Prices S1 2.50 tO S25.00 
To dd’s Hat Sto re 
Pho ne 4 6 5 Ck 
Watch for Mias Minerva and Wi 
liarp Green Hill. 


Watch for MÍ-s Minerva ami Wil­ 
liam Groen Hill. 


T h e {'. G. .kmith 
& .-on stock will 
closed out tomorrrow at b ankrupt 
prices. 
Bargain« in all plumb ing 
upplie 
at the G. G. Smith & Hon b ankr pit 
sale tomorrow. 
H. A. Roe of Rorvkford is 
th e nc-.v 
er of th« * Sir» ,per Sewing M'» 
hine company’s office 
o n Hennepin 
avenue. 
Mrs. Gustav Walters and daughter 
ary lionise of Merdofa ire vi Him' 
at the home of Wm Ford 


COMING IN ALL ITS GLORY 


' T A 
— 
W 
•'• . 'L ' J W 
m....! . ..... 
...m .. 
I . .mMiiair» rI 


EVENINO TELEGRAPH 


Tl. F. SHAW PKINTINO COMPANY, 
D*X« iN, ILL. 


I>*lly Ex cept Sunday . 
Entered at P. O. as Seco nd-Class 
Matter. 


TERMS: 
One Week ......................................... 
I« 
One Year ..........................................$5 (X) 
By Mail Per Year in Adv ance $d <><» 


WIVES, HERE’S 1« DOXT’8 
FROM ROCKEFELLER’S PASTOR 


Cleveland, O.— Pu t those u p 
in 


you r wife’s mirror where she ran see 
them every morning, said Rev. W. 
W. Bu stard, Rock efeller'« pastor, of 
the Eu clid Avenu e Baptist chu rch, in 
introdu cing Ten Don’ts 
for Wives. 
They are: 
1. Don’t marry a man for a living 
hu t for love. Manhood withou t money 
is better than money withou t man­ 
hood. 
2. Don’t overdress nor tinderdresa; 
common sense is sometimes better 
than style. 
2. A wife with a hobble sk irt and a 
hu sband with patched trou sers mak e 
a poor i|>alr. A woman 
can throw 
more ou t of a k itchen window with a 
sjtoon than a man can pu t in the cel­ 
lar with a shovel. 
4. Don’t think the only way to ru n 
a hou se is to ru n away from it. It is 
wrong to go arou nd lectu ring other 
women how they shou ld bring 
u p 
children while you 
arc neglecting 
you r own. 
5. i>on’t tell you r trou bles to you r 
neighbor« . 
They have enou gh of 
their own. Fight it ou t with you r hu s 
hand if it taik es all su mmer. 
C. Don’t nag. The saloonk eeper 
Is 
always glad to welcome you r 'hu e 
hand with a smile. 


Church 
Announcement 


FIRST CHURCH OF 
CHRIST SClKNTIS’l 
3 If. First St. 
Su nday Bernice I I a. m. Subject 
Su nday school 9 :45 
a. ra. 
Wednesday testimony meeting a 
8 p. m. 
Reading rooms at 316 First St 
open daily except Su nday from 2 t< 
4 p. m. All Christian Science litej 
atu re may be read and 
procu re« 
here. 
Everybody welcome to » ervice* an« 
reading rooms. 


Rev. A. 0. VVhtRconi'bo, Rector. 
The first Siniday after Trinity. 
Holy Eu charist, 7:30. 
Morning prayer, I.’ *00. 
Du ring the su mmer there will he 
no Su nday school. Til/* pu pils, how­ 
ever. are exr<*ctod to attend one of 
tho morning services. 
1 ifl| 
NT. P E T E R ’S CHI RC|f 
i 
Grand Detou r. 
Rev, A, 11. Whitcomb« *, Rector. 
Evening prayer, 7 :30. 


FHI1UTI OF THE BRETHREN’ 


Corner of Third St. and Madison 
Ave. 
Olin F. Shaw, Pastor. 
Pastor H|M*ak s in the morning on, 
“ A Pestilence of Serpents.” 
Evening 
theme, 
“ An 
Invited 
Qu est.M 
Pu blic 
worship 
at l a. m. and 
7 :15 p. m. 
Su nday school at 10 a. m. and C 
W. meeting at 7 :15. 
Cordial invitation to all services. 
METHODIST CHFRCH. 
Pu blic worship at 10:45 a. in. and 
7 :30 p. m. The pastor 
will preach 


7. Don’t try to get more ou t of a morning and evening. The evening 
mirror more than you pu t into it. Na- *oirmon 
l>p Illu strated with 
the 
lu re’s su nshine is better for a wo­ 
man’s beau ty than man’s powder and 
paints. 
S. Don’t mak e gamblers and dru nk 
arda ou t. of you r children by ru nning 
whist parties for prizes and serving 
pu nch with a stick in it. 
9 . Don’t forget to tell the tru th, 
especially to the condu ctor abou t the 
age of you r children. 
Honesty 
is 
worth more to him and to you than 
a nick el. A hoy who is eight years 
old at home and six on the cars will 
very soon learn other things that are 
not so. 
Don’t forget that home Is a wo­ 
m an’s k ingdom where she reigns as 
qu een. To he the mother of a Lincoln 
Garfield or McKinley is to he mother 
of a prince. 


Cow* Trie d for Murde r. 
Old docu ments of the middle ages 
tell u s of nu merou s cases where ani­ 
mals were pu t on trial for seriou s of­ 
fenses charged againBt them. 
For ex­ 
ample, in 137o three cows were tried 
for having k illed a boy; the whole 
herd were arrested as accomplice* 
All were discharged bu t the 
gu ilty 
three, these being condemned to be 
execu ted. 
Tire 
sentence 
was 
pro- 
nou ftieed by the du k e of Bu rgu ndy.— 
Ou r Du mb Animals. 


stereoptleon 
Fred D. Stone, Pastor. 
‘Su bscribe for the Daily Telegraph, 
$3 a year In advance. 
Geo. P. Ross of Harmon was a Dix­ 
on visitor today. 


NT. PAFL'N LUTHERAN. 
F. D, Altman, D. D., Pastor. 
Su nday school, 9 :45 a. m. 
Children’s day services, 10:45 a. 
m. 
You ng People’s 
meeting at 6: 15 
p. m. 
Evening sermon, 7 :30. 
The congregation will u nite with 
the Su nday school at the morning 
« » rvlce In the observance of Ghild- 
rcn's day. Recitations and beau tifu l 
ongs by 
t he c hi l d r e n . A large choru s 
holr of Intermediate« and snort ob­ 
ject sermon by pastor. 
Baptism of children and offering 
for the Nachu sa Orphanage. 


_ 
- — 
- 
- + 
~ 
----- 
ZION’S LI THEBAN. 
Hu n day s liool, 
2 p, in. 
Regu lar service, 3 p. in. 
Condu cted by Rev. F. It. Altman 


MRS. SCHLEY’S PENSION UP 


Hous e Committe e Re duc e s It From 
$15 0 Pe r Month to $5 0. 


Washington, Jane 7 —The pension 
committee reported the bill providing 
n pension for the 
widow' of A/lmiral 
Hchley. 
As passed by the senate the 
bill carried $150 p« -c inciith, hu t fhe 
hou se committee redu ced it to $50 a 
month. 


Duc he s s of Conna ught Re c ov e ring. 
Montreal, Ju ne 7. - T he du chess of 
Connau ght, who was tak en ill su dden* 
ly 
of 
peritonitis 
In 
Que be c , arid 
brou ght to this city, is mak ing rapid 
ptcgress toward recovery. 


ARKAN SAS 
IS FOR CLARK 


Ele c t Eight De le ga te s W ith Ha lf Vote 
Ea c h 
for 
Spe a k e r. 


Little Rock . Ark ., Ju ne 7.—The Ar­ 
k ansas Democratic convention elected 
eight delegates-at large with 
a half 
vote each to the Baltimore ('« inven­ 
tion and instru cted them for Champ 
Clark for tin« presidential nomination. 
The convention refu sed to embody in 
its platform an indorsement of tin* so- 
palled “grandfather’s clau se." 
J udge 
W. II. Kavanau gh of Little Rock was 
chosen national committeeman. 


APACHES 
N EAR 
FREEDOM 


Se na te Committe e Urge s Pa s s a ge of 
Se na tor Gore ’s Bill. 


Washington, Ju ne 7.—The Apache 
Indians held as prisoners of war at 
Fort Hill, Ok la., were advanced a step 
nearer freedom when the senat» In 
dlan affairs committee recommended 
Senator Gore's Dill 
to 
allow 
fhe 
Apu chcs to retu rn to the Mescalero 
Apache Indian reservation 
In New 
Mexico. 


Tow n’s Firs t Ba by Is Twins . 
Great Falls, Mont., Ju ne 7.—Vau ghn 
Is celebrating the first babies horn in 
that town, which has been Incorpora­ 
ted three years. Twins arrived in the 
family of Mr and Mrs. Jacob Koenig 
and mak e 13 children. 


EVANGELI* AL OIH’IM’IV 
NORTH SIDE 
flu ndav school at 9 :45 a in. O. E, 
Hit rock , Su pt. Tln> an anal picnic will 
he held at I » w ell park Ju ne 2 S. 
Preaching by the pastor at 10:45 
a. tn. Su bject, 
"O u r Times in God’s 
Band,” and by .Secretary E. T. Hailey 
at 7 :45 p. m. 
Su bject. "W here Is 
You r Tent Pitched?” 
K. L. O. E. at 6:4 5 p. m. 
Everybody heartily welcome 
Geo. A. Smith, Pastor. 


Dally Thought. 
When there is order, there mu st be 
mind, and where there is mind, there 
mu st he a sense of ju stice.-—A. Comm 
Doyle. 


The residence of W. W. Gilbert on 
Seventh street is being repainted. 


GERMAN 
LUTHERAN. 
Thoo. Drexel. Pastor. 
iKniidu y school, 9 :30 a. m. 
Main service at 10:30. 
The su bject, of the sermon will he* 
Ghu rlemnta or Special Gifts of the 
Holy Ghost Amongst the Early Chris 
Hans. 
Text: 1 Corinth. 12, 4-1 I. 
Choir 
p ra c tic e this evening. 


PRESHYTEHI \N 
C H i lU ll. 
The su bject, 
of 
Dr. Crissman's 
morning sermon will he “ The Hears 
of Life,” and In the evening he will 
speak u pon “The Romance of Provi­ 
dence.” The pu blic reception for the 
pastor will be held on Monday even­ 
ing, to which the pu blic is most cor­ 
dially Invited. 


ManV Ample Vocabu lary. 
it Is claimed that the common hen 
Is 
not far behind the tu rk ey in her vo- 
cabu lary. 
Fu rthermore, she is said 
to ho ft mu ch more flu ent “talk er" than 
the rooster. 
Her cack le is u sed for 
three different 
pu rposes, 
and 
each 
cu ck le is different 
from 
the 
other 
cack les. 
One she u ses when seek ing 
a nest, or when calling for her mate; 
one when she Is frightened; and an­ 
other, of a triu mphant sort, as she 
flies from or to the nest. 


PAIR ARE BORN SAME DAY 


G. W . Ca rroll, Jr., of Conne c tic ut, a nd 
Mis s W ilms e n of 
Pe nns y lv a nia , 
Ente re d W orld a t Sa me Tim e . 


Norwich, C onn—At a hearts party 
given here recently at tin* home 
of 
Mr and Mrs. George Wyman Carroll 
in honor of the fiancee of their only 
child, George Wyman Carroll, Jr., Miss 
Bertha Gertru de Wilmsen of Elk ins 
Park , Pa., it became k nown that the 
cou ple had the same birthday, each 
being 26. 
, 
The engagement, which was recent­ 
ly annou nced with a big party at the 
home of Miss Wilmsen’s parents, Mr. 
and Mrs. Bernard Wilmsen, at Elk ins 
Park , Is the resu lt of a romantic m e e t ­ 
ing at Saranac I » k e , where Mr. Car­ 
roll was staying for his health. 
The 
you ng Indy is heiress to a large for­ 
tu ne, while you ng Carroll will inherit, 
In addition to the money or his par­ 
ents, the colonial mansion and wealth 
of his great-au nt, Miss Sarah E. Poi>e; 
that of his bachelor 
u ncle, 
Adams 
Pope Carroll, and 
considerable 
left 
him by his grandfather, the late Lu ­ 
ciu s W. Carroll, and ids great-grand­ 
father, Jonathan Pop« ', one of the pin­ 
ner cotton manu factu rers and railroad 
magnates of Connecticu t. 
The you ng man was prominent in 
dramatic 
and 
athletic 
circles 
at 
Brown u niversity 
and 
also 
at 
St. 
Pau l’s school, Garden City, class of 
19 04, and at the 
Holbrook 
Military 
school at Ossining, N. Y., from which 
he was gradu ated. 
He entered Brown 
u niversity in 19 0* 
The wedding will be celebrated at 
Elk ins Park . 


CHOPS 
OFF 
HER 
FIN G ERS 


SPECIAL SHOWING 


LADIES’ AND MESSES’ 
SUMMER DRESSES 


Silk, Vo ile , Emb ro id e re d Ro b e s— , 
Be a u tifu l L in g e rie Style s— 


Fro m th e simp le h o u se d re ss to th e b e a u ­ 
tifu l p a rty g o wn — 


CHILDREN’S DRESSES 
W hite dresses o f lawn and co lo red dresses o f 
gingham s and cham bray s. 
P rettily designed 
and trim m ed. Fo r girls o f I to 
6 y ears, 
50c 
INFANTS’ DRESSES 
Sho rt dresses fo r babies o f 
6 m o nth s to 2 y ears. 
Made o f fine quality w h ite lawn and nainso o k 
in ro und o r square y o ke sty les, prettily trim m ed. 
Regular $1.5 0 dresses fo r 
9 5c 
CHILDREN’S DRESSES 
J ust th e kind y o u will w an t fo r ev ery -day u s e - 
m ade o f w ashable, serv iceable gingh am s, ch am ­ 
bray s and percales, fo r all sizes fro m I to 
6 . Our 
special v alue dresses 
5 


Ch ild re n ’s Ro mp e rs 
- 
- 
2? cSi 70c 


Big lo t o f Su mme r Co rse ts ju st re ce ive d . 
A. L. Geisenlteimer 


D I X O N 
ILLINOIS 


Te s tim onia l. 
A grocer nnjoyw the u nenviable no­ 
toriety u l Helling the worst goods in 
the district, bu t he Ihih not recovered 
from the Htiix k he got the other day 
when a little girl came Into the shop 
and said: “My ina » ent me lor two 
pou nds of you r bent tea to k ill ru t« 
with, and a pou nd ot tlnest hu m, and 
mind and eu t it in good thick Hllcea, 
for tt is to sole and heel u iy dad'« 
boots.” 


IB» \V TO « ¿FT Till V. 
If you w ish to grow t Ititi \ou mu st 
regu late you r diet. 
Eat meat only 
once a day. You mind avoid fat meat 
and li\e principally on lì It, pou ltry, 
vegetables and fru it. Don't eat too 
m u m rich pastry, sweets or starchy 
foods. Drink tea and co (Tee withou t 
•milk and drink t no water with you r 
meals. Exorcise in the open air and 
don t sleep more than seven hou rs a 
night. 


Ste p-Fa the r Ma ims Girl Who Supports 
Him Be c a us e She Inte nde d 
to Wed. 


New York .—Salvator Splno was con­ 
tent to let his step-dau ghter sit u p 
nights over shirtwaists brou ght home 
from the sweatshop, so long as 
the 
money site earned with her nimble tin- 
gers went to him. 
Recently she brou ght a you ng man 
home with her, and told him they 
were going to wed. 
The girl’s fiance, 
who had pick ed a home for Antoin­ 
ette, told Spiu o that he had better get j 
a job, as in the /attiro ho wou ld not : 
live from a womlth’s earnings. 
“You ’ll never Sew for a worthless 
hu sband,” cried the enraged man. and 
he stru ck Iter hapd with 
a 
hatchet, 
chopping off all her Angers. 
He is 
held withou t hail for feloniou s assau lt. 


Lov e a t Firs t Sight. 
Think of it! 
“No su ch thing as 
love at iirst sight!” 
Why, the idea 
is preposterou s! 
Every m m who was 
once a boy, and every woman who was 
once a girl, can testify by personal 
exjterience that there is su ch a thing 
as love at first sight, and even the 
recollection of i' cau ses the oldest 
hearts to flu tter a ; *i. 
Every writer 
of novels and every reader of them 
ran add to the t« alimony of love at 
first sight.— Pittsbu rg Chronlcle-Tele- 
graph. 


REFLECTIONS OF A 
BACHELOR 
GIRL 


Most Powerfu l Poison. 
The most powiiiu l poison k nown ia 
reported to have been extracted by a 
German chemist from the seeds of the 
ricinu s, tit« 1 familiar castor oil plant, 
and hu s been attracting mu ch atten­ 
tion on accou nt 
of 
its 
remark able 
properties. 
Its power is estimated to 
be so great that a gram -abou t a thir­ 
tieth of an o» u oe—wou ld k ill a mil­ 
lion and a half gu inea pigs. 


Fis h Inte re s ts Sc ie ntis ts . 
Berk eley, Gal.—The gar pik e, a pred­ 
atory fish of tho Mississippi 
valley, 
one of the most remark able creatu res 
k nown to science for variou s reasons, 
has been discovered to possess anoth- 
er element of the u nu su al In a strange 
gland In tin* head, which exists In no 
other organism of the animal k ing­ 
dom and which has 
110 k nown u se. 
It is something lik e the vermiform 
niqtendlx in hu man beings. 
Not so 
mu ch in stru ctu re Is this so, bu t 
In 
that it is apparently a vestige of evo­ 
lu tion. 
The garplk o is one of the few rem­ 
nants of a class of fishes which were 
abu ndant in prehistoric ages. 


Reason for Sea Bu rial. 
Ron captains and sailors, Irom su ­ 
perstition fou nded u pon good 
scum ', do 
not lik e to carry dead bodies aboard 
their ships, bu rying at sea as soon as 
possible all who «lit*. 
In old days one j 
dead body infected with disease might 
mean the death and destru ction ol all 
men on the ship. 


Ready. 
The Rev. 
Mr. 
Glide—“Isn’t 
there 
some one here who will help u s k eep 
u p interest, in the chu rch?” 
Deacon 
Tightwad (su ddenly a wak ening - “ I for 
one am prepared to raise the rates 
to eight per cent, on chattel mort­ 
gages if the other money lenders in 
the congregation will co-operate.” 


Marry a man of 20 and get a mas­ 
ter; marry a man of 30 and get a 
critic; marry a man of 40 and get a 
ju dge; m arry a man of 50— and get 
a collection of habits. 
Nothing mak es a wif,< so fu riou s 
to wait u p u ntil midnight imagining 
all sorts of terrible things have hap­ 
pened to her hu sband and then have 
him come in perfectly safe, sou nd I 
and healthy. 
All a girl needs In order to he an 
ordinary m a n’s ideal is the figu re of 
1 
a Venu s, the face of an hou ri, the) 
temper o' a dove, the nerves of 
aj 
clam, tho mind of 
a Shak espeare 
and (lie income of a Hetty Green. 
The Georgia man who was 
jilt 
0«? 
at the altar and remark ed that he 
was glad of it, merely proves the the­ 
ory that love is rapidly becoming as 
painless as dentistry and su rgery. 
Alas! II is ho mu ch easier for 
a 
hu sband and wife to qu arrel abou t 
religion tiiati it is to pu t if into prac­ 
tice. 


Nothing can shak e woman's su b­ 
lime optimism; the oftener she niar- 


ILLINOIS NEWS. 
Rock ford; 
Kit Sawyer, a former 
sheriff of W innebago cou nty and well 
k nown here, died on Wednesday at 
noon. 


Belvidero: The interu nban road be 
tween this 
?tv and Rock ford has re­ 
fu sed beer shipments to 
Rock ford, 
1 becau se that city went dry at the last 
elect ion. 


Elgin: Fiv 
farmers along the race 
cou rse may cau se an abandonment of 
the road events slated for Au gu st by 
failu re to sign u p on the five year 
eont racts. 


Freeport: 
The special committee 
of ten appointed by Mayor Diftnvir 
several week s ago to canvass tIn* man 
eyed men of Freeport in an effort to 
sell the necessary amou nt of slock 
for a holding company to tak e over 
tin* Freeport Water company prop­ 
erties, at the meeting held Wednes­ 
day night reported that the holding 
company cannot possibly be IInan - 
ed. 
i 


Elgin: By living to their 
seventy- 
third yaar. darcu s Bim noil cf Elgin 
nn.l Mrs. Mercy Green of Michigan, 
have thereby established a twinship 


ries the wrong man, the more faith ro(>olfb 


Folly a nd Wis dom. 
A fool always wants 
to 
shorten 
space and time; a wise man wants to 
lengthen both.—Rm k in. 


she seems to have that the next will 
be the right one. 
There appear to be Lu t tw*o paths 
a a m a n’s heart nowadays 
over the 
footlights and 
across 
the 
office 
desk y 
1 


Mus tn’t Go Too Fa r. 
All the world loves a lover, 
pro v ld' 
ed he doesn't try to borrow 
money. 


Moline: Each school of the 
city 
will become a branch of the Moline 
pu blic library, according to decision 
reached by the library board at the 
meeting last night. Principals of the 
schools will serve as the librarians 
a n .1 will bo responsit le 
l'or 
book s 
loaned. 
Rock island: Mi'k e Stu den, t year 
old son of .Mr. and Mrs. Ivo Stu den 
of 307 4 5th street, Itock Island, was 
drowned in the Mississippi river with 
Walcli for Miss Minerva and XVil- [ in ten feet of the bank Wednesday ev 
ening. 
liani Green 
H i l l . 


U 


Bo o st! Bo o st! Bo o st! 


Ev ery bo dy Bo o st fo r Dix o n 


DO IT NOW! 
Everybody Expects to be in Dixon Next Week 


It will pay y o u set aside a few day s to enjo y y o urself. 
Many Interesting Bargains are being 
sho wn at E. J . COUNTRYMAN CO. 
SPECIALS 
FOR 
HOME 
COMING 
WEEK 


Bo y s’ 4 5 c Ov eralls, a^es 8 to 
15 y ears a t....................... .. 
29 c 


25 M en’s Hats a t ... 3 7 c, 5 0c, $1 
and up. 
T h ey ’re stap le sty le 
and cheap. 


12 L uiies’ and M isses’ J ackets, black and co lo rs 
$2.9 8 , $3 .7 b, S I .5 0 
One Ladies’ Nav y Auto ( ’ o at, wo rth 
$S . 6 0 to clo se at ..............................$4 .5 0 
i v v a Po ngee Silk Auto Co ats, wo rth $10, go at half price....................... $5 .00 
l’ iv t* Ladies’ Light Co lo r Spring Suits, half price, $15 S u it.................. $7 .5 0 
Twelv e Lad'.es* Separate 
Skirts, y o ur cho ice o n l y 
....................................$2 . 9 s 
Ladies’ Li/-lit Co lo r Ho use Drt jses, $1.10 and $1, go fit................ 
S9 e 
wadies’ $1 Dark Wrappers, y o ur cho ice......................................................... 
Fine, Asso rtment Tissue Gingham and French Gingham, o n ly ............. 
One Lo t Dark and Light Lawns, 12c, 15 c, lbc o nes, o n ly.................... 
L adies’ Co rset Co v ers, slightly so iled 
......................................... 9 c, 10c, 13« 


89 c 
17c 
10c 
17c 
“ 
« VI-1, OlIjjIIHJ OWIIVU 
«'V , . 
, • 
. » 
15 00 Remnants o f All Kinds of Goods abou t 
Half Prict 


New custo mers co me daily fo r Go o d 
Meat at Our PALACE MARKET. 
Our Refrigei ato rs are large and o ur 
meat well preserv ed. 
We do no t 
buy meat in any way questio nable. 
TRY US 


F ou r Pack age’- Fresh Corn Flak es, Booster W e e k 
.......... 
Large California Lemons, Booster Week , per d oze n.. 
Fou r Pou nds Good (linger Snaps, Booster W e e k 
............ 
Safe Gu ard Gu aranteed Flou r, Booster W e e k.................. 
(iood Dairy Bu tter, Booster Week , per pou nd . 
............... 
Fou r Pou nds Rhu barb, Booster W e e k ............... 
Throe Pou nds Good Yellow Crawford, 15c Peaches for. 
15c Pack age Seeded Raisins f or . 
. 


. . . 25 c 
29 c 
. . * 25 c 
. $1. 3 9 
. . . 25 c 
. .. D>c 
. . . 2 5c 
. . . 10c 


Ord e r Pin e a p p le s fo r Ca n n in g No w 


It seem s we hav e fitted 200 lit­ 
tle o nes to Ox fo rds and S an ­ 
dals this last tw o w eeks. 


Sandals .....................-50c, 5 9 c up 


O x fo r d s 
5 0c, 6 0c, 7 5 c up 


The Only Sto re Selling Go o d Unbleached Sheets at 3QC 
. C O U N T R Y M A N CO, 


Ci 


DixorPs Biggest Store 
Trade at Headquarters. 
It’s Safe 


TRADE 
AT 
HOME 
AND 
BOOST 
DIXON 


W a rm W e a the r an J Loot 
Ache C om e together. 


Grover's Soil Shoes vvili 
' i 
relieve you . 


Home Coming Sale 


DURING THE WEEK OF JUNE 10th TO K th 
(DIXON'S HOM ECOM ING 


W eek) we will hold a Special Sale,, making attractive reductions on merchandise 


throughout the store. 
Below is a list of some of the Bargains for the week. 


O ther articles will be marked with Special Salt- tickets. 


S10.00 


$4.95 


SUITS 


- Ladies’ anti Misses’ Spring Suits in tan, blue, g rey , etc—g ood val­ 
ues at $22.50,25.00 and 27 50. 
Home Coining 
Week Sale price............................................................... 


COATS 
Ladies’ and Misses’ Spring Coats in plain tailored and trimmed 
models. 
Reg ular $10.50, 19 .50 and 22.50 g ar­ 
ments. 
Home Coining Week price ........................... 


DRESSES 
1 Lot Ladies’ and Misses white mull and crepe dresses. 
Lace 
and fring e trimmed. 
Sold reg ularly at $650. Home 
Coming Sale price.................................................................... 
1 Lot Ladies’ white mull dresses—lace and em­ 
broidery trimmed. 
Special Home Coming W eek 
ty n 
1 Lot Ladies’ house dresses in p'a'n colors, plaids and strips, 
hig h or low neck, long or short sleeves. 
Values 
up 
0 0 0 
to $2 50. 
HomeComing Week Sale price .............................J U U 


SKIRTS 
Ladies’ white duck skirts. 
Many sty les to choose 
from. 
Home Coming Sale price ..............................................11 


WAISTS 
Ladies’ tailored shirt waists. 
Good 
value at $2.25 and 2.50. 
Many of the celebrated Reed’s waists in this lot. Home 
n n n 
Coming Sale price...............................................................................J U U 


DRESSES 


Children’s Redicut Dresses. 
All cut out ready for sewing . 
Put 
up in envelope with full directions for making . 
All trimming s, 
buttons, etc. included. 
Reg ular price $1.00, 
Home 
7 0 0 
Coining Sale price ...................................... .................................... i J U 
SACQUES 
Ladies’ lawn dressing sacques. 
Low neck and short 
ftftft 
sleeves. 
Sale price ............................................................................Z j U 


DRESS GOODS 
Cheney Showerproof foulard silks in blue, tan, brown, etc. in 
pretty patterns. Reg ular $1.00|quality . 
Horne Com- 
7 Q p 
irig Sale p r ic e s............................................................... .................... |J U 
Foulard silks— in blue, brown, tan, etc. 
Good value at 
0 0 0 
50c. 
Home Coming Sale price ............................... .................... J J U 
Lawns. Our reg ular 15c batiste lawns in floral, fig ured 
4 4 ft 
and striped patterns. 
Home Coming Sale price................. I I ll 
Lotus lawns—25 inches wide in white and black, blue, 
O flft 
tan, etc. 
Sjiecia! for Horne Coming Week, 10 y ds . . . . . . . J J U 
Percales— 36 inch jiereales, 
lig ht and dark patterns. 
Qft 
Home Coming Week per y d........................................................... 
J U 


GINGHAMS 


French dress g ing hams—32 inches wide, plain colors, checks 
and stripes. 
Reg ular 25c value. 
Home Coming Sale 
n i p 
price.........................................................................................................¿ H i 
Tissue g ing hams, pretty check and stripe 
Reg ular 25c value. 
HomeComing Sale price per y d. 
1 Lot dress g ing hams, plain colors, checks, etc. Sold 
n 4 ftp 
reg ularly at8 M: and l()c. 
Sale price f>er y d 
......................y |" /,U 
Burmah Silk and Ramie Cloth. 
27 inches wide. 
Very suitable 
for dresses, suits and coats. 
Good value at 35c and 
-in n 
18 c. 
Home Coming Sale price.................................................... |J jy 


pattterns. 
|g j j 


HOUSE FURNISHINGS 


Rug s—Smith Ax minster Rug s. 
Size 9 X12. 
All fast colors, 
g ood value ut $25.00, 
Home Coming Side price 
J j g g g 


Fibre rug s, 8 ft. 3 in. X 10 ft. 6 in. and 9 X12 sizes at Special Re­ 
ductions during Home Coming Week. 
Tapestry rug s, 8 ft. 3 in. X 10 ft. 6 in. and 9 X11 
f f t r n 
sizes, extra value for HomeComing Week Sa le ................w J ivU 
Special Reductions on all other Room Size Rug s. 
Lace Curíalas. 
All odd curtains and sample pairs at Vt price. 
Etaminc curtain draperies, pretty bordered effects, suitable for 
ci r.ains and portieres. Good value at 25c. 
Home 
4 ftp 
Coming Week sale per 
y d.............................................. 
I J U 
1 Lot swiss muslin curtains, ruffled, in pretty fig ured 
and 
stripe effects. Sold up to $1.00 pr. Home Coming Week 
OOP 
Sale a p r........................................................................... 
j U u 
CURTAIN SWISS 
I urg e assortment of pretty patterns in fig ures, checks 
and 
stripes. 
Reg ular \2'Ac quality . 
Home Coming Sale 
Q p 
price per y d............................................................................................J y 


SILKOLINES 
30 in wide in floral and conventional patterns. 
ft 
4 Oft 
Home Coming Week Sa le 
| - ¿ ( j 
TABLE LINEN 
Unbleached table linen. 
60 inch, Home Coming Week 


Table linen, 8 ;w value, Sale price a y d 
68C 
Sheets, 72X9 0, bleached seamless. 
Priced for Horne 
A ftft 
Coming Week a t............................................................................. 
4 j U 


DOMESTICS, ETC. 


Prints—All standard prints priced for Home Coming 
Cft 
Week at per y d............................... 
J )(j 


Apron g ing hams, checked apron g ing hams, Home Corn- 
r n 
ing Week j>er y d.....................................................................................J jy 


L’mbroideries. 
I Lot embroidery , {landing s, edg es, etc. 
Values 
up to 19 c y d. in this assortment. 
Home Coming 
A 4 ftft 
Week per y d...................................................................................JJ 


Suit eases, rattan and matting covered suit cases, 
ftft 
full size. 
Special Home Coming Week ..................... 
t b l i U U 
I Lot wide, heavy , torchon lace. 
S ocia l for Home 
Aft 
Coming Week, y d 
............................................................. 
cLL 
Curtain stretchers, full size. 
Pins 
l 
inch 
apart 
n c n 
Special Home Coming Week, pr................................................ 
J u U 
Pillows, down filled hammock pillows, 18 inch. Covered 
with 
cretonne. Special Home Coming Week ............................. 
|5Q 


Children’s muslin underwaists, reg ular 15c \a lue, Home 
n o 
Coming Week............................................................. 
H i! 


Ladies hose, black, special for Home Coming W( ‘ck, pr . 
8 0 


Ladies’ vests, special for this sale at, oat h ...................................4C 


SPECIAL 


S p m a l-w c will make y ou a skirl for $1.00 from any malaria1 
imrrhaseil from oar Ur.-ss (¡„ „ Is IV„ t. ,laria¿ our I loa'« . CmainU 
Wee* Sale. 
Pit Guaranteed 
h 
. Ma rtin & Co 
The Sto re Tha t Sells Wo o ltex 


# 


■ 
i n 


At 2 P.M. Saturday we will place 
on sale a job lot of excellent hand 
hag s, some of them drummers sam- 
ples|others the tail end of jobbers 
stock, but all g ood merchandise, and 
worth as hig h as $3.50 each. One 
to a customer. 
HO 25 mu. 


Ask to see our real leather belts at 
at twenty -five cents each. 
We also 
have several more pieces of that 
new idea flouncing that y ou tried 
to g et and couldn’t, and another 
shipment is expected to arrive be­ 


fore Saturday . 


l l O l i T M U L T I ‘HISTS 
h o l d 


STA W H E R R Y I i: -» TIYAL 
I he Flock River H orticultura ! so- 


en o li s h e n t e e f r i s e 
In h ealt h m a t te r s conservativo Un 
l.iiid is m a k ing re m a r k a b l e progress, 
ciety 
is m e e t ing tliis a fte ruoon a t j a s w e g a t h e r troni thè T ribune edi­ 
tile botile of Wm. S tr a w in Fa! .ìyn, 
j toriate by Dr. Evans. The new insur 


a leciure 
and th e r e por ts a re t h a t t*’e attend-1 anee bill provides for 
anee is large and th e m e e t ing is be-j reau. T h e doctor adds: 
ing greatly enjoyed. T h is is 
ntial Stra w berry m e e t ing of 


ciefy a nd th e berries a re form ing the b oa rds and gives th em high power of 
principal item of the re f re sh m e nts. 
a djus ti ng funds. If a town has a high 
lb« * latest 
B a rre t te s a nd Bands, | sick r a t e and an investigation show 
the new 
Psyche Pull s 
(latest (» » it). 
T he im-w R egal ne t s new Wavy Stem 
Switches. All tlu> very last word 
mi 
style, Annie Shelton (« rimes. 
5 i 3 


aip 


RED I LAO O F SOCIALISM 
AT Ml St ATI M 
The red flag of socialism floated 
ove r th e S ta rs and S tr ipe s form the 
socialist h e a dqua r t e r s a nd provided 
the most se nsa tional event to mark 
m em ori al day at Muscatine. Henry 
F. B odnian, a s urvivor of th e war, 
accom panie d by several oth e r 
ve te r­ 
ans, storm e d th e room s occupied h.v 
the pa rt y a nd gained possession of 
th e socialist banner, 
Bodnia n is a 
cripple who w as for ed to ride in the 
parade, but in his patr iotic act 
of 
T h ur s da y he displayed t h e agility of 
youth. T h e display of red flags occa­ 
sioned a furore in this city. 


W H A T 
I)R . 
S P IT Z K A 
F IN D S . 
Dr. Spitsika Is an expert who has 
been sitt ing up nig h ts weighing a nd 
exa m ining liuniaq bra ins and he has 


bu-| f)pon giving to th e medical profession 
j the result of his labors. He h as also! 


the an- j 
T h e r e is a noth e r provision of in- 
j Dirnished the g enera l public with 
the so-jtere-st, T h e hill creates local m e di c a l ! ’01 ot inform ation c oncerning his re-1 
searches. 


For instance, th e doctor h a s m a de 
som e com parisons betw een the male! 
it r e s ults from dis ie g a rd of the rn-i and fem ale b ra ins as a basis for « cir-n 1 
quir e m e nt s of health, th e benefits u n| f,Tie deduction. T h e female brain is' 
der t h e national insura nc e ac* will j usually ch aracterized 
by a 
rniill--r ' 
be decreas ed and enoug h funds 
t o ' f r o nt a l lobe, he says, and from this 
m a inta in relief m us t be raised By l o - j f a d he decides t h a t women will riev-j 
cal taxation. 
er bo m a n’s e qual in abstrac t m ental 
For instance, if a town has a high; conception, 
sick ne ss rate and it can be shown it j 
T h is is th e reason, perhaps, that 
is b ecause of la k of provision for gar you s om e ti m e s 
find a lazy h usb a nd 
bag e disposal or a poor w ate r supply j discussing a b stra ct problems at the 
or bad housi ng or any oth e r condition c or ne r grocery store while his wife is 
sh ow ing a low s a ni ta ry standard, the, e ngaged in th e concret e 
proposition 
loi ;ii c <>vernm< nt m us t h 
to 
I 
ca re for all sickness in excess of t h e i T h e la rg e r fr ontal lobe which m a k e 
a ve r a g e ra te for th e c ountry at. large., for 
s t a te s m a ns h i p 
T h e r e is nothing new ab out publici nouri shed. 
lectures on preventive medicine, In-j 
- 
------- 
diana and Louisiana h ave developed» 


al.-o hat 
be 


this f e a t ur e of health work to an un- 1 
Miss Minerva and Will 
On 
, 
« 
! Hill. 
usual degree. Among 
city health de-: 
part ment» Chicago leads in this par-j 
^ 


titular. 
{ m i , 


Exodus 20 :! - « . 


And God .» pave 
all t ’ae e words 
say ing : 


i ant the Lord, 
thy God, 
which 
have brought thee out of th e land of 
Egypt, <tut of the house of b onda g e 


T hou sh a it have no oth e r gods be 
fore me. 


T uou shait not m a k e unto thee 
any 
graven im ag e or any likeness of any 
thi ng that is in heaven above, or that 
is in the e a rth beneath, or that is in 
the w a te r unde r th e earth. 
Thou sh a ll not how down thys elf 
to th e m , nor serve them, for 1 the 
T*ord tin God am a jealous God, visit 
ing th e iniquity of the fa th e rs upon 
th e ch il dren 
unto 
the th ird 
and 
fourth gene ra tion of them th a t hate 
me. 


And s h e w ing 
mercy unto Minus 
aiute or th em that love me, and kee 
my c om m a ndm e nt s . 


II 


T H E REND, 
J une «1 - Mr a m | Mrs. Fre d Gllber 
end 
family 
,» r 
P a lm y ra were ovi 
Minday visitors at th e h om e of 
W a rne r . 


After s pe ndi ng the week with th eir 
g ra ndpa r e nts , Mr. and Mrs. R h oads 
<>r Dixon, Paul and I.eRoy W a r m 
r e t urne d h om e Saturday . 
Mrs, T, F. Rosbrook and da ug h 
ter s pe nt 
F r i da y 
in Sterli ng visit 
ing friends. 


H ow a rd F e a l t y is visiting his un 
cl» ' and f,umIlly, 


Mrs. Fitts of D ak ota 
is visiting 
¡ | h o r da ug h te r , Mrs A. Pink erton 
Mrs, L. H. Hoff of Dixon recently 
» nonf several days with Mrs. Mary 
FTMcman. 
Mesdatnes 
Ronmiera, 
P r e t t l m a n 
and U a nk h urs t called at Seldom Dm 
Tuesday. 


Amos 
Miller 
is w ondering who 
took his lunch pail. 
Miss Florence Miller, who Is 
in 
Dakota, writes to friends that 
she is 
enjoying herself. 
Vera H e c k m a n of Bunnyalde is vis­ 
iting h e r g ra ndm oth e r . 
Fra nk Byers and family e nt e r t a i n­ 
ed the C h arle s .Stewart family last 
Sunday. 
Dave S penc e r of Stony Point was 
here recently. 


ILLINOIS H A S T H A T MANY D E S I R ­ 
ING A ID FR O M MILLION 
IMILLA It I T NR. 


One h undre d and sixty c ountie s in 
various states, th i rt y of th e m in Illi­ 
nois, have m a de application th r oug h 
th e crop deve lopment com m it te e of 
th e council of G ra in Exchanges for a 
share of the Sears, Roebuck & Co. 
gift of $l,ono,oup for farm develop­ 
ment. 
T h ere has been no distributi on of 
th e fund as yet, but m any of 
th e 
counties which 
have m ade applh a- 
tlon are now orga nizing to secure a 
s h a r e and will qualify to do so In the 
near future. 
, 


1‘eoili* May Re First. 
Probably th e first to qualify and 
receive its s h a r e of tlit* fund wUl he 
Peoria county. T h e Commercial « dub 
or Peoria has nearl y completed its 
organization a nd dur i ng th e Illinois 
stnt» ' grain de a le r s ’ convention which 
will he h Id in Peoria next 
week 
th e dub will elect a wa.vs and m e ans 
committee and apiwdru a farm dem 
onstrator. T h e dub now bn© $15 ,000 
subscribed and th e money will 
In 
devoted to f a r m deve lopm ent and to 
good roads. 


Much interest Is b eing manifest ed 
by farm publi cati ons th r oug h out the 
countr y in t h e prog ress a ttained by 
th e different c ounti e s and no me of 
th em have a lr e a dy tusked for weekly 
reports. 
( -. « *» + 


Brewer«! to G iro A hi. 
Bert Ball, s e c r e ta r y of 
th e crop 
development, c om m it te e of t h e C onn 
II of Grain 
Exchanges, 
Who has 
b arg e of the $1,000 ,000 
fund, 
is 
now in New York a tt e nding th e U nit­ 
ed States Brower« C onvention w he re 
the subject <»t f a r m developm ent will 
come up for discussion. It Is unde r ­ 
stood that th e b re w e rs a re e nde a vor ­ 
ing to aid th e va rious counti es 
in 
qualifying for a s h a r e of th e fund as 
far ns possible. 


DECLARE BORDEAS.. 


FIX PRICE OF MILK 


Mrs. J. H. B enne tt att ended 
th e 
party at h e r m ot h e r 's on Tuesday e» 
onlng , 
T, F. Rosbrook, wife and da ug h B 
spent Sunday at th e Stewart home. 
Will Tauinox and F r a nk Bishoep 
were in th ese pa rts on business r e ­ 
cently. 
T h e K. B. Aid society met nt tb * 
home of Mrs. George William s T uo • 
day. T h e re were about 30 In attorn1 • 
anee and an exceptionally flue M m 1 
was repor ted. T h e next, m e eting w ! 
bo hold nt R oeb rook ’s when a pic ul 
vvlll bo held. 
Robert Teaehouf hong'll I cat Do F» 
this vicinity last weak, 
AquHln Spencer of Beatrice. NeJ 
recently spent several days with tb 


Joh n B ottle r family. 


Ancient Game la CHeas. 
It Is impossible to state just when 
and where chess wan born. 
Back wo 
may go In the ages, but we still And it 
existing. 
We see it painted on Egyp* 
[ tlun vases, and we find It In the Chi­ 
nea© Books of Wisdom. 
It has boon 
ascribed to ¡» II kinds of birthplaces, 
* 
having been at times a 
mes a god. 
Nothing iK)Si- 
vvn about It, yei this great* 
ith *s see m to point to its 
from the east. 


WIT NESS IN CHICAGO 
ASSERTS 
r n. t r RIG 
c o n c er n CON­ 


TR O L S PRIC E . 


When a suneoinmittee of the city 
council c om m it te e on the health dc- 
pa it m e a t , which is investigating the 
milk question, concluded y e sterda y’s 
session is 
was a lm ost clearly estab­ 
lished th a t Borden's Condensed Milk 
c om pa ny h a s absolute control of th« > 
milk prices which prevail in the C.ii- 
cugo district. 


This inform ation was given the sub 
com m ittee by L. E. Ingalls, president 
and t r e a s ur e r 
of 
R ichm ond-S mith 
company, 
which handles practically 
one -third or th e m i le shipped 
into 
< hioago from the various produci ng 
points within th e Chicago milk pro­ 
ducing area. 


It was in defending hig company 
that Mr, Ingalls 
adm itt ed that the 
Borden concern 
fixes 
the 
prices 
which th» * da ir y m e n receive for the 
products, lie w a nte d to m a k e it plain 
that his c om pa ny did not c harge hut 
only slightly highe r price« for miljk 
than the price set by the Borden com 
puny. 


•Mr. Ingalls said: “Twice each year 
the Borden com pany makes a propo­ 
sition to da iry m en as to what it will 
pay for milk. T h e othe r milk dealers 
pay w hatever price fixed by th e B or­ 
den c om pany.” 


“ Suppose th e Borden com pany for­ 
got to set the rice 
of tnilkk,” was 
the last question as'ke.i or Mr. Tng- 
nlls. "Witat do you suppose 
would 
h a ppe n? ” 


Tho Borden com pany never for­ 
gets.” replied th e witness. 
Dr. G ottfried Koehler, assistant to 
Dr. Young, declared that the Chica­ 
go office of th e Borden company re ­ 
ceives instr uction« 
from the 
New 
York office each year regar ding milk 
prices. 


B E A L ENTA T E TRA VSFERN, 
J Z im m e rm a n to George Z 
Z im ­ 
mer man, wd $ I 0,200, e-sw and se-n w 
11 Reynold« . 
Baulin© III techy ox, to 
A F Joun- 
bbinc, ex dd, $1000, nw se 
4 Lee Con 
ter. 
Adelln Pink ne y by ox to W W Gil­ 
bert, ex dd, $2NtMl, lot t> block 
(¡5, 
Dixon. 


Time When She Would Be Bota. 
Elizabeth 
J jluiw hv ox l° 
At a long row of seaside 
bathing t'*'8 * ©x dd, $t» 7 ¡» (), It <> und 
i» t It 3, b >k. 
rooms, an Important young man walk- 
4 3, Dixon.* 
ed ui» to th» 1 door of one of the com­ 
partments and, knoeking at the same, 
testily inquired: 
“ When 
in 
thunder 
are you going to get those trouser» 
o nV 
There was a faint giggle, and 
rt ffllvbry volee rhplfed: “ When I get 
pinrrhhf, I suppo« **” * Tire- y ou rrg- m w 
fainted, 
lie had mistukeu the dour.— 
Kxchungo. 


Mis» Minerva a nd William G re en 


,1 IP A dams 
to H W Clink, wd, 
$4 5 00, pi II 1 T h om ps on’s 
add, A m ­ 


boy, 
E .1 S uddard to C II HHteley, wd 
$ 4 300, ^» t H f» blk 51, 
N» » ri h 
Dix­ 


on. 


,!>*» •» Ì 
. 
. 
ha ve gdne 
Mr. and Mrs. ,A. Klliu 
to S h e r i da n,„ i h In « tate, for a 


weeks’ vinit. 


few 


FAMOUS FOR READY-TO-WEAR 


Large Assortment and Big Values offered. 


Sp ecia l fo r Frid a y a nd Sa turd a y 


New stylish suits, silk, linen and light material dresses, 
house dresses, an entireley new line of Poplin and Linen 
coats. 


A ll these Go o d s a t Sp ecia l Lo w Prices 


fo r Two Da ys Only 


Special attention is called to our most select line of 
Dress 


Goods in every conceivable material and color. 
W e carry the m ost varied line of ladies’, m en’s and child­ 
ren’s 
SHOES, OXFORDS AND POMPS 
Shoes for Parties, 
The street, the house, shoes for tender feet. We are expert 
fitters, guarantee quality, and our prices are as low as 
anyw here. 


Sp ecia l b a rg a ins in o ur b a sement 


Minerva and Wílü a »i Gr* 


- . . 
■ 
» 


T l» W ashing 
Machine that 
Really W ashes 
Clothes Clean 


R E P U B L IC A N N A T IO N A L C O M M IT ­ 
T E E B E G IN S IT S LABO R. 


Victor Rosewater Elected Chairman 
Until Convention Adj ourns— Hear­ 
ing of Contest Starts. 


A-j-A] 
Officers Sho w Ho w Army Do es Baking 


kH IS is the famo us 
Bo bs” 
the machine with the 
mechanical wash-bo ard— im­ 
pro v ed by the hi^h speed, fly 
wheel 
attachment. 
Can 
he 
o perated by Electric, W ater o r 
Eng ine Po wer as well as by 
haix l. T ell us the kind y o u want. 
A child can easily run it. 
T h e clo thes are rubbed, squeezed and tho ro ug hly washed, far better 
than they can be by hand. 
Made o f ev erlasting f,o uisiana Red C’v press 
W o o d. Order o ne o n trial fro m y o ur lo cal dealer. W rite direct to us 
fo r bo o klet o n washday hints. 


THE BOSS WASHING MACHINE CO., No rwo o d Statio n, Cincinnati, Ohio 
E. J. Ferguson, 


Dixon, III. 


18th y EAR I N DI XON 
DR. PRETTYMAN 


F or over 17 y e a 's Dr. P re tty m a n has been com ing to Dix on evry 
four weeks. W h at ho ho» accom p lish oil In the tim e is a m a tte r of history 
Suffice it to nay , It has m ade him a re p utatio n th a t no o th e r ap eclalldt 
has ever atta in e d nor can hop e to a tta in In this vicinity . 


his Work Speaks for Itself 


bread in th e field for th e arm y over 
iho m ethods of only a y ear or two ago 
wore seen In a dem onstration at the 
W ashington barracks th e o th e r day , 
before a delegation of officials from 
the war d e p a rtm e n t 
T hose p resent 
were Gen. H enry G. Sharp , 
com m is­ 
sary general of the 
U nited 
States 
arm y ; Col. David I* D ralnard and MaJ. 
j H enry G Cole. 
O ne of th e feats p erform ed waH the 
' loading of an oven, cap able of doing 
the cooking for a hundred and fifty sol­ 
diers, on a wagon In seven m inutes 
and three seconds. 
T his was about 
one-third of the tim e which a sim ilar 
1 dem onstration in oven 
p acking 
had 
! consumed t wo y ears ago, according to 
the officials, 


j 
No housew ife o r French chef could 
have turned out a bettor dinner 
or 
j whiter, brow n-crusted bread than did 
i the cooks in the op en a ir w ith their 
| “take-down" ovcna, in the op inion of 
the w atchers. 


Roast beef, th at sent up a savory 
odor, onion gravy that tem p ted the 
fmlate. and straw berry shortcake, cov­ 
ered with delicioua icing, were only a 
few of the things which were on the 
bill of fare. 
Cap t. M. A. Elliott, Jr., 
who Is In charge of the bakery 
a t 
the barracks and who conducted 
the 
insp ection, assured his visitors that 
no “frills" had been added for th e oc­ 
casion, hut that it was 
an 
ordinary 
noonday meal. 
T h e bakery at 
the 
barracks 
is 
known as fiefd bakery No. 1, and com­ 
p rises one-third of the en tire cooking 
staff of the United S tates arm y . 
It 
has facilities for cooking to r 1 9 ,000 
m en, although only about one-third 
of th e facilities were 
in 
use. 
The 
corp s there includes one 
officer 
and 
05 
men. 
This 
section 
also 
la 
a 
school for those who wish to become 
arm y cooks. 
T ho 
dem onstration 
Included 
the 
uso of the older elay ovens and tho 
kind used in tho Civil war, and down 
to the p resent day ty p o, which can bo 
knocked down In a few m inutes ready 
for transp ortation In the arm y wag­ 
ons. 
I 
In the school w here tho m en are 
taught to cook are hung ch arts show­ 
ing food values. 
Hcsides this there is 
an equip m ent of ex p erim ental ap p ara- j 
tus. Including an electrical oven, used j 
In teaching 
them 
the 
scientific as 
well a s the p ractical p oints in cocfldng. ' 


Chicago, Jun e 7.— With only seven 
of the fifty -five m em bers absent and 
six rep resented by p rox ies, the R ep ub­ 
lican N ational com m ittee began its 
in ve n t io n work at the Coliseum an­ 
nex 
Victor R osew ater of N ebraska was 
elected chairm an to act until the a d ­ 
journm ent of the convention and the 
organization of the new com m ittee. 
R osew ater was elected w ithout op ­ 
p osition. 
The T aft m en w ere shown to be in 
comp lete control when, by a vote of 
13 to 39, a motion to am end the rules 
to p erm it eight delegates to second 
a roll call in p lace of tw enty was de­ 
feated. 
This was th e first test of the rela­ 
tive stren g th of the T aft and Roose­ 
velt forces and showed the p resident 
to coutroi by 3 to 1. 
The vote was not m ade p ublic. 
Two rep resen ta tive s of each of the 
recognized p ress associations will be 
p erm itted to attend the m eetings of 
the com m ittee at which contests are 
considered. 
Individual new sp ap er rep ­ 
resen tatives will be barred. 
H earing of contests was begun to­ 
day . 


Baseball Results 


8 T A N D IN G OF T H E C LU BS. 
OUT FOR ROOT 


RECROSS OCEAN TO 
MARRY 


Two Yo ung Wo men 
tanic Disaster to 
Wedding at 


Surv iv o rs o f Tl 
Hav e Do uble 
Lo ndo n. 


sp are 


to rest 
every 


T h e doctor keep s abreast of th e 
tim es by d-avo it g all his 
ttmo to clinical work in the C hicago 
hosp itals. He Is not c o n te n t 
on laurel» already won hut ho is on 
th e a le rt for an y th in g a n d 
th in g th a t will assist him In diagno-Hin an d tre atin g the m a n y ranee th a t 
come before him. In 19 09 he had sp ecial work In h os p ita 's of London 
an d E d in burg 
nd 
is •'HthustaBtlc 
over th e result« attain e d . 


Finds Huts Upo n 
Q 


UIDNUNCS a t W ashington, those 
gen tlem en who are alw ay s asking, 


You Can Depend Upon Him 


O thers can com e and go h u t Dr, 
U roftry m an continuos his visits reg 
ularly nnd does a« he agrees in evry ra« e. In em p loy ing him y ou nre as­ 
sured not only the best results 
bu t . jlftt ho wjU b0 hore for y enrg to (>on 
DR. PRETTYMAN 


W ill Ite A t DIXON 
Nachusa House 
Monday, JunolOtli 
9 
A.M. 
to P. M. 


Bowels, arid Diati dvr. "ervoMS Dus- 
S kin Trouble and all Fem ale disease. 


RETURN EVERY 4 WEEKS 
HE T R E A TS -C a ta rrh , 
Klngli» » 
In tho E a rs 
*>'H'ne8fl, D iseases of 
th e Ey e, Ear, .Vine, T h ro a t, L ungs, 
S tom ach, 
H eart, 
Liver, 
K idney s 
east« , KirUep .wy 
(F its) 
Blood and 


W hat now ?” enjoy ed a considerable 
thrill of m y stery and curiosity In dis­ 
cussing the recent rep ort of R ear Ad­ 
miral Southland, who on 
hoard 
the 
W est Virginia visited P alm y ra Island 
and 51 of lesser Isles, ly ing about 1,000 
miles southw est of Honolulu, about 90 
miles from Fanning Island. 
T he P alm y ra group , say s C hap p ie’s 
News L etter, was p roclaim ed a p art of 
Hawaii In 18X2, but since if has aj>- 
p oared to tho state d ep artm e n t only re ­ 
cently th at Great Britain had annex ed 
them in 1889, Roar Admiral Southland 
was disp atched with the W est Virginia 
to ex p lore the group thoroughly and 
('Sp ecially to search for 
any 
p ublic 
m onum ents conflicting with the United 
S tates’ claim to the islands. 
H is ro- 
isirt on this p oint Is very clea r and 
ex p licit, to wit: 
“T he results a re defi­ 
nite In m aking it clear that no flag- 
jKile, notice hoard, m onum ents or oth­ 
er surface objects Indicating an e n ­ 
deavor to claim sovereignty on 
the 
p art ol any nation ex ists on this Is­ 
land." 
No living p erson wns found 
In the archip elago, although bird life 
abounded. 
The most m y sterious find was a lit- 
tlo settle m e n t o f three 
huts 
In 
a 


Lo nely Island 


- 
i 
f 


New York, Jun e 7.— Sailing on the 
Celtic w ere the .Misses Elizabeth and 
Clare Allen, d augh ters of Jam es B 
Allen, form er m ay or of St. Louis. The 
y oung women, who are survivors of 
the T itanic disaster, 
are 
recrosslng 
the ocean for ttielr double wedding 
in London on July 11. 
Miss Elizabeth 
is to m arry Dr. J. B. Mejinell and Miss 
C*are will join her fate 
with 
th at 
of Prof. C harles H askins of H arvard 
university . 
T he M isses Allen were coming to 
America on the Titanic to com p lete 
their trousseau. 
densely wooded slop e of Islet 51, tho 
p resence of 
which 
was thoroughly 
screened from any thing by tin* closest 
search. 
Two of the huts w ere roofed 
with corrugated Iron nnd one 
with 
thatch, and there were stoves, tables, 
shelves, jars, bottles and o th er evi­ 
dences of a continued occup ation at 
no very distant p eriod. 
One hut, with 
a new door and good lock, contained a 
large num ber of cedar cases of 
Ori­ 
ental make, several of which had been 
labeled by p asting a slip of Ja p an ese 
p ap er on (lie ends and w riting over It. 
One case was thus labeled: "T h is case 
contains am m unition, May 7.” 
W hile th ere is no harbor at which 
a vessel m ight coal or a naval base 


THE MARKETS. 


Grain, Pro v isio ns, Etc. 


i 
C hicago. Ju n e fi. 


! 
O p en­ H igh 
L ow ­ 
r i n s ­ 
i 
W h eat — 
ing. 
est. 
est. 
ing. 
‘ J u ly ........ .1.09% 
1.09% 
1.0S%-% 1 09% 
, R< p t............. .1.04%-5 
1.06% 
1.04%-% 1.05% 
j Doe............. ,1.05%-5 
1.06% 
1.04% 
1.05% 
j 
C o ra— 
! Ju ly ......... ...73%-% 
.71% 
.73% 
.74% 
| fK'Pt............. ...72%-% 
.73% 
.72% 
.72% 
, D ee.............. ...62 V % 
.« 3 
.62%-% 
,G3 
1 
O ats— 
1 Ju ly ......... ...60% % 
.51%- % .50% 
.51 
1 S ep t......... ...41%-% 
.41% 
.40%-l 
.41% 
j D ec. . . . . . . ...42% 
.42% 
.42 
.42% 


. 
. 
] 
F L O U R -M a rke t 
firm ; 
he p erm anently established, the group j p a te n t, jut.-, 
$5.35®5,60; 
could be used for the accum ulation of 
sup p lies or th e rendezvous of an ex p e­ 
dition intended to carry out a design 
dep endent 
for 
its 
success o n se­ 
crecy . 


w in ter 
winter 


Young, Middle- Aged or Om Men 
Suffering from N ervounesa, DlzzlneseConfusion of Ice as, A version to So­ 
ciety , Defective Memory , 
N ervous Debility , 
Fleep lensneea, 
W eak Hess, 
an d Ex haut» » *on tre a te d 
by 
late st method® and cured. 
All Chronic and Nervous Diseases Treated 
C o nsultation F re e mid C onfidential, 
Co rrespo ndence solicited and sy mpto n blanks on 
applicatio n. 


Human “ Go at” in Po stal Department 


D R . P R E T T Y M A N 
41311 INDIANA A VIC. 
CHICA G O 
1Ll< 
HUMAN 
"goat" was discovered 
the oth er day In the p ostofflce de­ 
p artm ent. 
No, it was not P o stm a ster 
General Hitchcock. 
John R Rhoades is em p loy ed in tho 
sup p ly division ol the d ep artm en t, 
it 
is the p rincip al duly of R hoades to 
nail to gether the large box es filled with 
p ostal sup p lies 
for 
p o stm asters 
in 
every section of the country . 
As is custom ary with t'-or.o who are 
engaged in a 
similar 
ta. k, 
Rhoades 
took up a mouthful of w ire 
By 
some unforeseen circum stam 
one of 
the nails eseaix 'd his fingers 
V u it 
was about to be p ulled from his * oath, 
nnd went down his throat. 
Ho was choked for an Instant 
some of his co-workers called 
ambulance. 
They thought he 


Then 
up an 
won 1.1 
choke to d eath unless m edical aid was 


rendered at once. T he am bulance from 
the Providence hosp ital arrived and 
Ithoadea was hurried to the institution. 
The p hy sicians at Providence w ere es­ 
p ecially busy when R hoades arrived. 
He w aited for half an hour 
No one 
cam e to his assistance. 
"I c a n ’t afford to wait any longer," 
declared Rhoades. 
‘‘1 will be docked 
If I stay aw ay from tho d e p a rtm e n t 
any longer.” 
Ho left the hosp ital nnd return ed to 
his work. 
T he nail was still clinging 
to som e p art of Ids internal anatom y . 
"Ho v docs it feed to have swallowed 
a nail?" Rhoades was asked. 


w h e a t 
w h e a t 
s tra ig h t. $4.90# 5.1fl; w in te r w h eat, clear. 
Jut» ', 
$4.?0®4 10; 
sp rin g 
w h e a t, 
choice 
bran d s, w ood, $fi.30; M innesota, linrd p a t 
ent. Jute, $5,3''p .5,50; M innesota, h a rd p a t 
ent, s tra ig h t, e x p o rt bugs, $4.90# 5.10; first 
clears, $4.10# 4.30; second c lears, $3 30; low 
ffrades, $3.10® « 3.25; ry e. w hite, p er brl. Jute. 
14.0b/4.70; d a rk, $4,4004 50. 
B U T T E R -C re a m e ry , 23c; p rice to re ta il 
d ealers, 27c; p rin ts, 23c; e x tr a firsts, 24%o; 
first, 24c; 
seconds. 
23c; 
dnlrK-s, 
e x tra s, 
24c; firsts, 22c; s .-conds. 21c; ladles. No. 1, 
22c; p a c kin g stock, 20c. 
E G G S 
M iscellaneous lots, c ases In clud ­ 
ed, 15%® lfi%e'• case re tu rn e d , I5# 16c; o r­ 
d in ary firsts, Ific; firsts, 17Sd7%o; e x tra s, 
candied fo r city trad e, 21c; No. 1 d irties, 
1 P _®1.'..-; ch ecks, 12 %c. 
PO T A T O E S 
W isconsin. 11.00^1.10; M ich­ 
igan, $1.0001.10; M innesota. $1.0001.10. 
L IV E P O U L T R Y T u rke y s, p er lb., 12c; 
chickens, fow ls, I2%c; ro o sters, Or; hrnll- 
ers. sm all, $3 00® 4.00; m edium , $4.00®5.00: 
large, $3.00-10.00 p er doz; geese, 9c; ducks. 
13c. 


N ew Y ork. .Tune 0. 
1 
W H E A T Irre g u la r, slow tra d e ; No. 1 
n o rth e rn , sp rin g . $l.2fi%; No. 2 red, $1.21 *4: 
No. 2 h ard , $1.20» *; No. 1 M an ito ba, $1 15%: 
.Tulv, $1.14; S ep tem ber, $1.09%; D ecem ber, 
I $1,00%. 
Well, 1 
have 
wallowed m any a 
fish ! me, and I don’t feel any o th e r 
Honratior. than that created by takin g 
into m y sy stem one of the small bones 
of a shad," he rep lied. 
"I can breatho 
u!l right, and feel absolutely no Incon­ 
venience, hut 1 would like to have this 
nail removed. 
I waited long enough 
at the hosp ital today to have rny a p ­ 
p endix taken out, but ap p aren tly tho 
p hy sicians were too busy to atten d to 
my case. 
I felt comp elled 
to get 
hack on the job, for p ostm asters all 
over th e country are howling for th eir 
sup p lies." 


C O R N S tro n g , q u o tatio n s n o m in al; N o 
2, 83# S6o. 
O ATS S t 
w hite, 61%v 
64c. 
B A R L E Y 


arty , In activ e busin e ss; 
N o . 2 
stan d ar d , file; 
u n g rad ed . 00# 


S te a d y ; m altin g , $1.1501.25, 


Liv e Sto ck. 


A M E R IC A N L E A G U E . 
C lub. 
W . I,. P.O.! U lub. 
W U 
C hicago .,.3» * 16 
M 'frD etroit ........24-22 
B oston ...2 7 17 .fiH jPhll’a l’ia 
.2 » 19 
W a sh 'to n .24 21 
.f,;<*'New Y o rk..13 27 
n o v e l**! .22 20 ,52f’8 t. L o u is.... 13 31 
N A T IO N A L L E A G U E . 
N ew Y o rk..32 7 .821|St. I>» uls.,,.21 25 
U tn d n ’a tl ,.2fi 1» .aP ttP hU 'eria ...lfi 21 
C h icag o ...22 IK .55« B ro o kly n ...13 25 
P itts bu rg ,.20 19 
¡513 B oston 
........13 30 
A M E B B "A N A SSO C IA T IO N . 
M in’a p ’lis .34 1« ,« 80i8t. 
P a u l ....22 31 
T oledo 
....3 *1 « 
.6731 In d 'u p 'lis 
..20 32 
C olum bus .33 19 .636 MSl’au kee ..17 31 
K a n .» C ity , 28 28 
.528 L ouisville .15 32 
W E S T E R N L E A G U E . 
St. 
J o e 
31 lfi 
.c m ,D en ver .......23 25 
Sioux U lty .25 21 
.543 L incoln 
....20 24 
l>. 
M oines.25 2*J .¡532 W ich ita ... 20 27 
O m ah a ....25 22 .632 T o p eka .......17 23 
T h r e e e y e l e a g u e 
. 
S p r’gfTd 
..IS 11 
.621 D nv’n p ’rt ..lfi lfi 
D anville ... IS 14 
. 563 D eca tu r ... .IS 1H 
Q uincy ........19 15 
.559;P eo ria .........1420 
D ubuque .1 9 15 
,559; B l’ni’g l’n 
..1124 
(V EN TRA L L E A G U E . 
Y 'gstow n ..27 13 .fi75H<\ W av lie ..21 19 
Hp r’g f'ld 
..23 15 .fiO.TSo. B en d .. .17 22 
D ay ton ....22 17 .564 W hV lirtg 
..17 24 
E rie 
............¡¿3 IS 
.¡5fil¡Canton 
lfi 23 
i. R a p id s ..21 18 . 638 A kron 
.......lfi 25 
T. H a u te . 21 19 .525'Zanesvllro .14 21 
W 1 S (*( >N SI N -IL L IN i ) IS L E A G 1rE. 
A p p leton ..19 9 .079 O r'en B ay ..14 15 
O shkosh. ..lfi 13 .552 R ockford 
..13 18 
W ausau ...20 11 
.6461 A uro ra 
I l l s 
R acine ....... 15 14 
.517iM(uHson ...1121 
c e n t r a L ASSOCIATK>N. 
B 'rl'g t'n ...24 10 . 70« G alesburg .17 19 
M’n m o uth .21 13 
JUS K eokuk 
,... 15 22 
Kevvaneo . 20 14 
.6X8-H an n ibal 
..13 24 
O ttu m w a ..30 16 .666;M 'scatlno .,12 24 


P.C . 
.522 
.513 
.325 
.295 


.457 
.432 
.342 
.302 


Consents to Plan of Making) 
Senator Permanent Chair­ 
man of Convention. 


«ILL SOUND THE DELEGATES 


.415 
.386 
.354 
.3 19 


.479 
.455 
,42fi 
.378 


.500 
.500 
.412 
• 3L4 


Chief Executive’s Manager W ill Fol- jj 
low Views In Matter of a Maj or* 
Ity of the Elector»— Fight Will 
Be a Strong One. 


.525 
.430 
.415 
.410 
.3 90 
.» 58 


. 483 
.419 
.379 
.344 


Y*,, ¿y 
c 
p e r i 


.472 
.405 
.351 
.3 3 3 


Results o f Thursday 's Games. 


A M E R IC A N L E A G U E . 
C hicago, 1; W ash in g to n , 9. 
St. L ouis, 2; P h ilad elp h ia, 7 . 
D etro it, 2; B oston, 5. 
C leveland, 8; N ew Y ork, 3. 
N A T IO N A L L E A G U E . 
All g am es p ostp oned; rain. 
AM E R IC A N A SSO C IA T IO N . 
L ouisville, 1; M inneap olis, 13. 
In d ian ap o lis, 0; K a n sa s C ity . 5. 
T oledo, 3; M ilw aukee, 2 (11 Innings). 
C olum bus, fi; St. P aul, 7. 
W E S T E R N L E A G U E . 
O m ah a, 15; W ich ita, 2 . 
D enver, 2; Sioux C ity , 8. 
D es M oines, 2; L incoln, 5. 
St 
Joe, 5; T op eka, 3. 
T H R E E E Y E L E A G U E . 
D ubuque, fi; B loom ington, 1 (first g a m e ); 
D ubuque, 
4; 
B loom ington, 
1 
(second 
gam e), 
D -< ntur, It; P eoria, 7. 
D aven p o rt, fi; D anville, 11. 
S p ringfield, 8; Q uincy , 2. 
C E N T R A L L E A G U E . 
S outh B end. It; A kron, 5. 
C an to n , 6; D ay ton, 3. 
Y oungstow n, fi, T erre Ila u te , 0. 
Z anesville, 5; Sp ringfield, 2. 
W heeling, 8; G ran d R a p id s, 3. 
F o rt W ay ne, fi; E r ie , 5, 
W IS C O N S IN - IL L IN O IS I . E A G U E. 
A p p leton, 7; G reen B ay , 5. 
O shkosh, 2; W au sau , 3. 
M adison, 1; A uro ra, 3. 
R ockfo rd , 3; R acine, 13. 
C E N T 11A L A 8 S()C I A T IO N . 
K ew nnce, 0; O ttum w a, 4. 
H an n ibal. 6; M onm outh, 
8. 
K eokuk, 3; B urlin g to n , 5. 
G alesburg , 5; M uscatine, 1. 


W ashington, 
Jun e 
7.— President 
Taft received suggestions th at Senaton 
Root of New York be m ade p ermanent! 
chairm an as well as tem p orary chair-j 
m an of the R ep ublican 
national con­ 
vention. 
T hese 
suggestions 
w ere 
received! 
from Chicago over the long distance! 
telep hone and im m ediately th e p rop -I 
osition w as understood by the JU^esi-l 
dent he gave his consent. 
Wilt So und Deleg ates. 
T he p lan to m ake S en ator Root 
m an en t chairm an, as told the p resi-|| 
dent, is to have the questions of tem | 
p orary and p erm an en t chairm an set| 
tied by one fight. 
In o th er words, tht 
T a ft leaders a re going ahead and as 
certain in g just how the delegates fee] 
! tow ard Root for the p erm anent chair 
m anship . 
If a m ajority of them ex 
p ress an op inion in 
the 
affirmative 
then the T aft m anag ers will bond theii 
efforts to this end. This will eliminate 
the need of m ore than one sp eech. 
It is figured by the T aft 
sup p orters 
th a t S en ator Root is the m an for theH 
* p osition of p erm an en t ch airm an as h< 
; is fam iliar with all th e w an ts of the 
* T aft m anagers. 
I 
Will Make Stro ng Fig ht. 
| 
P resid ent T aft will be just as bel­ 
ligerent in th e fight to m ake Root p er] 
m anent chairm an as he has been ii 
the light to m ake him tem p orary . 
I? S enator Root succeeds in 
beinf 
I nam ed both tem p orary and p e r m a n e n t^ 
I chairm an it will be the first tim e on< 
man has held both p laces, 
old 
p oli-i 
ticking say , since the 
cam p aign 
of 
1884 when H arrison defeated Blaine. 


IMPEACHMENT CASE UP 


Berger Delays Action in Re­ 
gard to Judge Hanford. 


TRANSFERS THAW TO JAIL 


Pro ceeding Will Delay Repo rt o n A l­ 
leg ed Misco nduct o f Judg e Ro bert 
W. Archbald fo r Weeks. 


Will Be Within Easier Reach o f Co un­ 
sel in Pending Pro ceeding s. 


W hite Plains, N. Y., Jun e 7.— Su­ 
p rem e C ourt Justice Keogli 
filed 
an 
ord er h e re p erm itting the tra n sfe r of 
H arry K. T haw from tho asy lum at 
M atteaw an to the county jail here. 
The tra n sfe r is to take p lace tom o r­ 
row and T haw is to bo kep t at the jail 
subject to the further order of the 
court. 
It is stated th at the ord er was 
obtained so th a t Thaw would Ik? w ith­ 
in e a sie r reach of ids counsel in the 
p roceedings instituted to p rocure hi» 
release, which are scheduled to begin 
here on Juno 17. 


Wickersham A6 ks Trust-Busting Cash. 
W ashington, June 7.—A ttorney G en­ 
eral W ickersham will ap p eal to the 
house not to reduce his estim ates for 
a n t i t r u s t 
p rosecutions, 
and 
o th er 
4vork. T he d ep artm en t’s estim ates of 
8300,000 for anti-trust w ork w ere cut 
to $200,000. 


W ashington, Jun e 7.— W ith th< 
•ival of new evidence of th e uTl« Rj 
misconduct of Judge Cornelius H. HaJ 
ford of Seattle, Wash., V ictor B erger, 
he Socialist rep resentative from Wis-< 
cousin y esterday w ithheld his resolui 
tion for im p eachm ent after a confe-i 
cenoe with S p eaker Clark. 
B erger ex p lained he desired to di-f 
-test the new testim ony before p re-i 
senting it to the house. 
He informed:! 
S p eaker Clark th at the affidavits no w | 
in his p ossession will be filed w ith th( 
resolution asking the judiciary corn-:! 
mittoe to begin an investigation of 
Judge H anford’s official conduct. 
Because of the additional tim e 
quired in ex am ining w itnesses in thi« l 
new case, the rep ort on the nllegec 
m isconduct of Judge Robert W. Arch-3 
bald of the com m erce court may be 
withheld for several weeks. 


TÄFT 
AT 
NIXON FUNERALI 


L0RIM ER PLANS LAST SAY 


No tables Pay Tribute to Nev ada 8en>| 
ato r— Serv ices at Reno . 


Will 
No t Make 
Speakers 
Speech Until List 
Is Ex hausted. 
Of 


Electrician Fries Eg g s by Wireless 
E 
of 
hun- 
LECTRICAL 
d ischarges 
dr od .s of fo lts, an 
electric 
globe 


Illinois Northern Utilities Co. 


FIRST 


burning wit bout any wire connection, 
egg fry ing by wireless, w lreess tele­ 
p hony and telegrap hy , and other elec­ 
trical p henom ena, and also w onders of 
liquid air. 
w ere dem on strated 
in a 
lecture by P rofessor L. II. Wood and 
Henry L. T raustro m , an electrical ex ­ 
p ort, at tho W ashington Foreign Mis­ 
sion sem inary . 
The electrical disch arg es wore seen 
Hashing in long 
sp ooterliko 
stream s, 
w hich snap p ed and crackled like light­ 
ning. 
By changing tho term inals, the 
flashes resem bled small electric foun­ 
tains, Mr T raustrom , holding his hand 
near one of the 
term inals, 
received 
into his body a c urren t of at least 200,- 
000 volts w ithout any injury . 
A wonder to tho audience w as the 
fry ing of tho egg without any visible 
p ower, but there was heard the siz­ 
zling and th e low hum of th e transm it­ 
ter, which w as not connected with 
the p an. Two hundred of the audience 
heard through the receiver of the wire­ 
less telep hone a voice th at cam e from 


> 
/ T 
Ó 


C hicago, J u n e 6. 
C A T T L E G ood to choice s tc » q , $8.757? 
9 35, ftd r to good ste e rs, $« 7570.75; co m ­ 
m on to f a ir beeves, 
$6.25^6.78; 
In ferio r 
killers, $4.0KqT>,25; d istille ry ste e rs, $7.25# 
9.25; 
fa ir to fa n c y y earlin g s, 
$5.25®S.75; 
good to 
choice row s, $3 to®?.25; c a n n e r 
bulls, $2.5(|'f(3.50; com m on to good calves. 
$4,5iXi(fl.OO; good to chelae verniers, $7.90# 
9,00; 
h eavy 
calves, 
$5.00®fi. 50; 
feed in g 
calves, $4 507(11.25; sta c ke rs, $4 00# 5.50; co m ­ 
m on to choice feeders. $5.0tWf7/O0; m edium 
to good beef cow s. $3.50®5.00; com m on to 
good c u tte rs, $3 W®3.75; in fe rio r to good 
ennners, $2.75®3.26; fa ir to choice h eifers. 
$1.50® 8.30. 
HOGS 
P rim e 
h eavy 
bu tc h e rs, 
24O'i73n0 
IDs.. 
$7.454(7.80; 
choice 
butch ers, 
2003(250 
lhs., $7.421*®7.55; 
fa ir to good bu tc h e rs, 
$7.40677.TA; fa ir to h e a vy p ackin g , $7.35# 
7.45; light m ix ed. ISO lbs. an d up . $7.30# 
7.40; choice lig h t. 170®220 lbs.. $7 33®7.45; 
choice lig h t. 1700-220 IPs., $7.35# 7.4J; p igs. 
110 Ibs. nnd un d er, $5.50@fi.S5; p igs. 1100140 
lbs., $0.00®7.75. 


th e 
tho transm it tor in ano ther p a rt of 
building. 
T he 
auditorium 
being darken ed 
while w ireless telegrap hy w as dem o n­ 
strated, it was illum inated by tho bril­ 
liancy of the discharges, tho noise of 
which w as deafening. 
The lighting of 
a com m on Incandescent giobo by wire­ 
less followed. 
A hollow cop p er hail 
floating in a ja r of w ater was rotated 
wish g re a t rap idity ; and a heavy cop - 
i or ring was susp ended in midair, and 
then throw n up w ard several feet, also 
by wireless. 
P rofessor Wood is a teacher of s c i­ 
e n c e In the sem inary and M r Tran- 
strom a student. 
Mr. T raustro m has 
constructed much wonderful electrical 
ap p aratus. 


E a s t B uffalo. N Y . Ju n e fi. 
C A T T LE - M a rke t ea sy ; 
p rim e ste e rs, 
$s 5009.15; 
bu tc h e r 
g rad es, 
$3.0 
>t 8.25; 
calves, cull to choice, $6.00® 10.00, 
S H E E P NND LA M BS 
M arket slow and 
F teadv. choice lam bs, $8.00# 8.3ri; oul 
to 
fair. $R rrv.(7.7f,; y earlin g s, $6.W# fi.50; sheep , 
$3 00,15.50, 
HOGS- M u rkrt active and ste a d y ; Y onk­ 
e rs 
$7.701(7.80; 
p igs. 
$71*>u7.25; 
m ix ed, 
$7.85.1(7.90, h eavy . $7 s'.(f 7.90; roughs, $« .25# 
6 .S5. stag s. $« 00# « .25. 


O m aha, J u n e 6. 
C A T T L E M a rket ste a d y ; n ative steer» . 
$fi.50®9.00; cow s an d 
h eifers. 
$3 75®7 « 5; 
w estern ste ers. $ I SO® 7 80; 
T ex as 
ste e rs. 
$4.50®t}.90; ra n g e cow s and h eifers 
$3 00# 
fi f c a n n c rs $2.857?4.80; S tockers an d fe e d ­ 
ers, $4.251(0.50; calves, 
$4.751(8.75; 
bull*. 
M ags, etc., $4.0(®7.19. 
HOGS- M a rket 5c h ig h er; h eavy . $7.35# 
7® : 
m ix ed. $7 2*5®7.35; 
light. 
$7.lav(7.4n; 
p lgn, $(7.00ft(7,00: hulk 
o f sales. $7 2507 40. 
S ’ Q-.UI’ 
M arket sh a d e --tronger; y e a r­ 
lings. $5.7f.)i<: 5» ; w eth ers. $5.15®5.h5; ewe» , 
$4-75®6.70; lambs, $7.0i®3.00. 


W ashington, June 7.— S enator I^or- 
im cr of Illinois p lans not to sp eak in 
defens© of his seat in the se n a te until 
p ractically 
all 
other 
sp eeches 
on 
both sides have been p resented. 
All 
efforts have failed to induce him to 
resign to avoid w hat some sen ators 
have told him is certain defeat, a fte r 
a careful 
canvass 
of the 
situation. 
S enato r T,orimer insist» th at w hatever 
tie has to say will be said to the sen ­ 
ate. 
Ho has made notes frequently 
during the sp eech of Senator Kern of 
Indiana. S enator Kern ex p ects to con­ 
clude today . 


W ashington, June 7.— F uneral serv-f 
ices for the late Senator George S . I 
Nix on of N evada 
were held 
here. 
P resident Taft and scores of m e m be r« ! 
of both houses of congress a tte n d e d .I 
At the conclusion of the brief cere-1 
m onies the body of the late s e n a to r! 
w as p laced on board a train for tra n s-I 
p ortation to his home at Reno, N ov.,I 
w here other services will be held. T h e ! 
following were designated by the sert-1 
ate and house to accom p any the bo d y ! 
to 
Nevada. 
Senators 
N ew lands,* 
Bailey , "Works, Iley burn, Brown, U ur-i 
tls, Oliver, 
C ham berlain, 
S w an so n ,! 
Clark of Wy oming, Fall and A shhurst; | 
R ep resentatives 
Robert 
L a n g h a m .i 
How man, Baker, Hamilton of W est f 
Virginia, Dy er, Ruby , Gould, Muray , | 
G reene, Langley , Young of Kansas, 


G 0M PER S URGES LABQR BIL 
ARIZONA’S 
VOTING 
TEST 


Tells Ho use Co mmittee Co mpensatio n 
Act Will Benefit 2 ,0 0 0 ,0 0 0 Unio nists. 


Senate Vo tes to Ex clude All Who Can­ 
no t Read and Write. 


W ashington. Jun e 7.— Samuel finmp - 
ors, p resident of the A m erican F ed er­ 
ation of Labor, urged* the house com ­ 
m ittee on judielay y to m ake a favor­ 
able rep ort on the Brantley 
w ork­ 
m en's com p ensation bill, 
Mr. Gomp - 
ers said the federation’s 2,000,000 o r­ 
ganized w orkm en would bo benefited. 


Bill to Pro tect Aliens. 
W ashington, Jun e 7.—T he 
p rotec­ 
tion of aliéna by the governm ent a fter 
they have 
left 
Ellis 
island 
and 
throughout thotr destination is 
p ro­ 
vided in a bill introduced by R ep re­ 
sen tative Sabath of Chicago, and fa­ 
vorably rep orted from tho house com- 
Inittee on im migration and naturali­ 
zation. 


PhoGnlx , Ariz., June 7.—T he Arl- 
‘T.ona senate after a 
bitter 
debate 
p assed the educational 
qualification 
m easure, which p rovides th a t all vo­ 
te rs shall be able to read, w rite and 
sp eak the English language. 
The bill 
has not vet p assed the house. 
A sim-j 
ilar m easure was p assed by the terrt-| 
torial legislature, p rior to statehood, 
and rep ealed as a condition of state ­ 
hood. 
If the bill 
becomes 
a law 
» thousands of Mex icans will be disfran­ 
chised. 


Art Sale Bring s Big Prices. 
Taris, Jun e 7.—At the sale of the 
Doucet art collection here, Houdon’s 
bust of Sabine Houdin w^as bought by 
the Duveens, who p aid $90,000 for it. 
Clodion’s Livresse 
du 
B aiser was 
sold to Laron Henri de Rothschild fo r 
t 4y ?° \ _ 
- - 
~ 
IM 
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*Ü Word* or !*••, S VbM ^.m .BSc 
« i Word* or Lesa, « Ttee* ...% » tor 
,tiuui H Word*, Pro lièta, 
íord* or Lem BO Times. . .fl.SO 
> A4* in this ooáonui muet positively 
toe^eM for IN ADVANCE. Moa« } Or- 
Ber, Check* or ftUuap* mi nai 
to* oa~ 
dosed in order by mail. 


*fV 


FOR SALE. Gravel and sand. Will 
furnish it anywhere, in thla city 
or elsewhere. Ben McWllllam*. tele­ 
phone 13. 307 Grant Ave., Dixon. 
79 tf 


A LITTLE 'SJiMPAIGF' OF WANT 
( 
ADVERT! HING IN THE TKLE- 
ji; 
g r ap h .’ w il l s h o r t e n and 
ff> 
CHEAPEN YOUR SEARCH 
f 
FOR A BUYER! 
A a u who wag te to hay a horse, 
hr a vehic'e; or arid fornitore, aa- 
chlnery or office taraftare—like the 
WMaa who waats to hay a home, is 
noser to « *« the heat possible BAR- 
GAINS 
Yoar s i, if y ew have somethlag to 
ìW» etti dad readers awaiting H who 
want to tony—and who will investi­ 
g ate Jom oder K H looks at all fea» . 
Itole. 


FOR RENT. Barn. Enq uire at Camp­ 
bell's drug store. 
31 3 


FOR SALE. Fine Kimball piano in 
g ood condition. Price | 
100. Call} 
Phone 119-2 ring s. 
30 3 *j 


lis fanners in Canada are going 
broke and land prices tumbling 
no 
one will bay It. I have talked and ad­ 
vertised for ten years 
that only 
a 
third or leu of either of the Dakota* 
waa good for farming and the good 
part of S. D. too high to buy. The last 
two crop* show what la beet. Cavalier 
eounty had crops In 19 10 that paid 


W A N T E D 


> 


for the land and also In 19 11. 19 12 
promises much better and I will atill 
give you « a chance to pay for a farm 
with one crop. As an investment land 
here will pay better intent on flOO 
an acre than land in 111. at the prloes 
it Is selling at aa there 'ao much of 
the rent has to be paid out for taxes, 
improvements hnd insurance. Having 
been here over ten 
yea n I predict 
Hundred Dollar land here in five to 
ft. Aufmnmud a , waoieaale aa* re- feV^D yearB* TIle farmers here 
are 
kill dsawur in Urea, P u t , woolen and . 
ng !t 411(3 they 416 making money 
•otton rags, rubber and metals, fa n , 
v f than w y other farmen in the 
hides and 
woel. Homey Pen« 418. !Wor * 
Place of PMtaeae, 114 River St., Dlx- E* A* ^ ADSWORTH, Langdon, N. D. 
kn» III. 
FOR SALE. 6 room cottage, nearly 


IWANTEb. Repair wort. iy the DU- 
,uta hc<> o o i gas; corner lot, 
on Umbrella Comp« ., Will Gib- 
" PlDe St' and W‘ lnut 
M B 14g<nt. 
„ » AVe- 
W n m 
A i i - W'U H. Phillips. 
74tf 
WANTED All kinds of market horses FOR SALE. Real estate is the only 
bought and sold at Heed & Bur-( 
safe investment as 9 0 per cent of 
right’s U rery Stable. Phone 26. 9 4tf 
all others prove unprofitable and 50 


WANTED. First class shoo repairing 
per ceut fail 
t0 return the money in- 
'AJl kinds of foot-easere. Polish for 
white aud black shoes. Shoe string s 
and insoles. H. Becking ham, 
108 
Hennejdn Ave. 
24 24 


To Exchang e. Fine farm 320 acres in 
W. Kansas. Black, level, free from 
atone, stumps and sand. Town 7 mi. 
Unbroken but ready for steam plow 
Will trade for Lee Co. farm or Dix­ 
on property . Describe y our property 
fully . Write D. Irt, Care Teleg raph. 
, *4 
£ 
Cdsw2 


WANTED. 
All who have sent 
in 
classified ads to this pai>er to think 
it over aud see if y ou have not paid 
for same. Coll now and settle. 
tf 


n U X O E CENTRAL & R. 
TUCK TABLR, 
Dkm, HUM*. 
Oonw t tim« of ah 
trail# lAATing Dixon 
tknt earry pamongora 
and 'freight. 
: Dally. 
•Dâ fly èktopt « tfnday. 
tooth B o c a l 
:12S Expros» 
11:15 a .m . 
•131 Clinton Exp. 
*:1# p m 
•111 AmtooyFn, 
8:50 a. m. 
North B o a ti 
•1*3 Ft. Dodge Sty. 
9 :50 a. m. 
1184 Local Mau 
lî80 p, m. 
•19 1 Freeport Fit. 
11:10 p.m. 
CHICAGO A NORTHWESTERN KY. 
Correct 
time 
ef all 
passenger 
trains leaving Dixon. 
Dally except 
where otherwise specified: 
Reel Bowed to OhJ engo. 
Lv. Dixon 
Ar. Chicago 
*:31 a. m 
8:46 a .m . 
1:49 a .m . 
*:30 a. m 
6:2 1 a.m . 
9 :06 a .m . 
10:16 a. m. 
8:33 a. m. 
11:9 0 a. m. 
10:55 a .m . 
1:30 p.m. 
11-15 a. m. d*ly exfiun 2:40 p.m. 
4:04 p. m. d’ly exSun 7:25 p. m. 
4.16 p. m. Bun only 
7:16 p. m. 
8:10 p.m. 
* 
8 :45 p.m . 
WEST . BOUND. 
Lv. Chicago 
7 :00 a. m. ex flsa 
7:30 a. m. Sun only 
9:30 a. m. 
12:10 p. m ex Sun 


WORDS fROM HOME 


STATEMENTS THAT MAY HE 
V ES yk ; A TE i>— r US 11 M< ) X V 
DIXON CITIZENS. 


IX- 
Oi 


No. 
8 
10 
24 
28 
8 
14 
20 
18 
100 
1 c 


No. 
17 
99 
13 
19 


Ar. Dixon 
10:14 n. m. 
10:43 a. m. 
12:06 p. m. 
8:43 p. m. 
7:39 y. m. 
8 :40 p. m. 
3:67 p. m. 
11: P', y . m. 
12:53 a. m. 
1:57 a. m. 


WANTED. For my new delicatessen 
shop, first class cook. Must be fine 
on pastry atfd salads. Good wag es. 
¡Apply to E. S. Baker, Phone 53 7 or 
335 W. Chamberlain St. 
2Gtf 


¡WANTED, 0 to 8 laborers at once. 
Grand Detour Plow Co. 
30 6 


WANTED. Poultry of all kinds Hig h 
est. market pri<*e paid. Enq uire of 
Leonard Blass, residence, 701 N Ot­ 
tawa Ave., Dixon. Home Phone No. 
33433. 
1 pnfo* 


WANTED. Man to milk 2 cows and 
take care of y ard. Address Grand 
Detour, Care Teleg raph. 
32 3 


WANTED. Miss Edna Munson wishes 
to do dressmaking at home. 119 
Madison Ave. Call at side entrance. 
, 
.» 
28 1 2 * 


WANTED. Men to learn barber trade. 
Few weeks 
completes. 
Another 
rush for barbers this season. Best 
trade in existence today . Good mon­ 
ey . Lig ht, clean inside work. Write 
for free catalog ue. Moler Barber Col­ 
leg e. Chicag o, 111. 
29 (J 


vested. 
For Fine Improved Farm, 
close to town; 
Illinois settlement, 
see E. A. Wadsworth, Langdon, S. D. 
D. 
g 
6 OR SALE. 
S.C. Buff Orpingtons, 
Martz and Owen « train» , Ho udans 
faulttell » train, fou- 
buff and four 
Houdan cockerel« 
for sale reason­ 
able. Both breeds winners of the blue 
at Mendota show; 
eggs from both 
breeds for sa le a t |1.50 and |2 per 
15, fertility guaranteed. 
J ohn C. 
Taylor, Steward. 111. 
st2ljunl2 
FOR SALE. Plain white paper for 
pantry shelves tind bureau draw­ 
ers, cent a sheet. B. F. Shaw Ptg . Co. 
2 2 tf 
FOR SALE CHEAP. 10 acres of land 
in Alg oa, Texas. Address Z, 
this 
office. 
tf 


FOR SALE. 
Railroad officials and 
clerks should have thoir business 
cards printed at the B. F. Shaw Ptg . 
Co. \Ve have a cut of the N. W. and 
I. C. trade mark. 
tf 


f or SALE. Model II Mitchell car. 
Georg e A. Burchell, Ene, 111. 
tf 


FOR SALE. Two 80 acre farms, g ood 
improvements, close to Polo; also 
4 0 acres improved, 
120 acres improv­ 
ed at $ 100 per acre. G. E. Donaldson, 
The Real Estate Man, Polo, ill. 2 7 0 * 


27 
4:35 p.m . 
*11 6:05 p. m. 
25 
6:10 p.m. 
••1 8 :38 p. m. 
7 10:16 p. m. 
8 10:46 p. m. 


801 Peoria Pa® i*. puon 8:86 a. m 
ar. P*orla 11:51 a. m. 
• Denver Spadai. 
•• Sleepers only. Stops only 
far 
passenger« to Des M otu« , 
o ragen, 
Utak and 
bayend. 


INTER-URBAN 
DIXON, C IT Y 
We*-# , Bound 
East Bousd 
Bead Down 
Rend t p 


1 0 J30J50j Assembly Park |20|50|10 


13|S3j53jGalaaa A Fellowa|27|47| 
7 
17J37J57j Galena ft First 123 
143 
20j 40 j 60 j 
Office 
120 j 40 j 60 
30|50| lOj 
Depots 
J1013 0 16 0 
Figures denote min. past the hour. 
From 6 :2 0 a. in. uatli 13 p. m. 
gunday, flrsi car M 7 a m. 
INTElil KBAN SERVICE. 
Cara leave both Dixon and Sterling 
every hour. 
First ear. leaves at 6:60 a. m. and 
five (5) 
minutes past each 
hour 
thereafter until 11 p. m. 
Local cars leave the office every 
twenty (20) minutes. 
D. M. FAHIINKY, 


Auctioneer. 
Speak 
early 
for 
Special Dates 
Brown Block. Room« 1, 2, 3. 
Lee County Phone — Residence 
1 62. Office 90. 
Dixon. 111. 


When a Dixon citizen comes to the 
front, telling his friends and neig h­ 
bors of his experience. y ou tan rely 
on his sincerity . The statements of 
people residing in faraway places do 
no command y our confidence. Home 
endorsement is the kind that backs 
Doan's Kidney Pills. Such testimony 
is convincing . Investig ation proves it 
true. Below is a statement of a Dixon 
resident. No strong er proof of merit 
can be had. 
Julius Gottlieb, merchant, -its W. 
First St., Dixon, 111., say s: 
"All 
I 
have previously said in praise 
of 
Doan’« JCidney Pills holds g ood and 
I am g lad to confirm my former state 
ment. My back had been causing me 
considerable trouble and often it was 
so lame and sore that it wag hard to 
bejul over. The kidney action was ir­ 
reg ular and 1 knew' that my kidney # 
were disordered. Seeing Doan’s Kid­ 
ney Pills advertised, I g ot a supply 
at Leaike Bros.’ Co.’s drug store and 
they 
did such g ood work that I can 
r000namend them.” 
For s^ile by al dealers. Price 50 
cents. 
Foster-MiJburn Co., Buffalo, 
New York, sole ag ents for the United 
•States. 
Remember the name — Doan’s 
and take no other. 


fins SENSES 


Man Lost Memory by Accident 
Stroke Restores It. 


Pittsburgher, Conscious 
of 
Identity 
Gone Seven Years, Recovers It 
Through Attack of Paralysis— 
Remembers Old Friends. 


MARKETS 
............................................. 1 0(0 19 
B u t t e r ..........................................25 @29 
Creamery .............................................. 
P o t a t o e s .............................f l . 00® 1.25 
° atf* 
.................................... .........50 ({152 
Corn 
........................................67® 70 
BOARD OF TRADE QUOTATIONS 
FURNISHED BY C. P. HER­ 
RICK—SHAW BLDG. 
C. D. Anderson, Local Manager. 
Range of Prices on Chicago Board 
of Trade: 
Chicag o, June 7, 1912. 
Wheat— 


TO THE CONSUMER 


Remember also I cairy the new 
Standard Oil Coke—THE FINES1 
FUEL IN THE MARKET. 
Also 
SOLVAY COKE“- the old stand' 
■—»—» 
— ~: 
1> 
m« ..i*. -U» 
Thos. Young , 


FOR RENT 


I4OR RENT. Two fine rooms for rent 
in Shaw Builaing . Hardwood fin­ 
ish, 
electric lig hts, 
city 
water. 
Strictly modern. Enq uire at the Ev­ 
ening Teleg raph Offics 
tf 


FOR RENT. A g ood g arden spot east 
of Roper factory , in 
Riverview 


8onfch End of Bridge 
Pho ne 
U P 
-Home 


July 
IO914 
110% 
109 
1 ! 0 % 
Sept 
105% 
1 00 % 
10 5% 
105% 
Dot: 
105% 
106 % 
1 05 % 
100 Vi 


Corn— 


July 
74 % 
74% 
74% 
74% 
¡Sept 
73 
7 3 % 
72 % 
73*8 
Dec 
03 
03 14 
03% 
03 


Oats 
July 
50% 
51 % 
50% 
51 % 
ISept. 
4 I % 
42 % 
41% 
4 1 % 
Doe 
4(2 ‘4 
13% 
■42 % 
42% 


Pork- 


Jnly 
1 8 05 
188 0 
1805 
'18 0 5 
¡Sept. 
1 890 
1 900 
1885 
1 '¡8 7 


Lnrd- 


July 
1 095 
1 09 7 
1 090 
! 09 0 
Bopt. 
1112 
1 120 
1110 
1110 
Ribs- 
July 
1 050 
1052 
10*4 6« 
1015 
Sept 
I 007 
100 7S 
1 002 
1 062 
Keceipt« To« l« y 
Hog s 
15,000. 
Cattle— 600. 
Sheep— 7,000. 
Hog s open 5c hig her. 
Loft over— 5,2 73. 
Lig ht — 7 1 0 0t 7GO. 
* 
iMixcd-*-71 5 (d 765. 
Heavy — 715- 7fl5. 
Roug h— 716® 735. 
Cattle strong . 
Khecp » toady . 
Hog s close firm, 5<* hig her. 
Estimated tomorrow 
8,000. 


Pittsburg , Pa.—Chang ed by an ac­ 
cident so g reatly that he could not 
recog nize family or friends or recall 
event» of the 50 y ears oi his life, 
Samuel Edleman has now, after seven 
y ears of the new mental existence, 
been switched back to the first by u 
paraly tic stroke, and the seven y ear 
period Is as g reatly a blank as had 
been his first 60 y ears. 
He has resumed at fifty -seven the 
trend of events as he knew them at 
fifty , and keeps bis family busy telling 
him what manner of man he was dur­ 
ing the Intervening y ears. 
Edleman 
was a blacksmith'» helper, when a 
piece of steel flew from under a ham­ 
mer and penetrated his bruin, destroy ­ 
ing his memory . 
As many fever pa­ 
tients are oblig ed to learn to walk 
anew after leaving hospitals, Edle- 
mau was compelled to learn to use 
his brain u second time. 
Edleman after tho accident did not 
recog nize hie wife, hia 
half 
g rown 
children or his friends. 
He 
knew 
nothing of the blacksmith trade and 
nothing of the city In which he was 
born. 
But 
his 
mind 
was 
easily 
trained a second time, and his phy t-d 
ca! efficiency aided 
He wns set tip 
In a shoe repairing business, earned 
fair sums, became a motormnn, and 
during the Inst census was one of the 
enumerators. 
He made new friends, 
among them those who had known 
him before hiH injury , but be could 
not place their Identities except as 
part of his new existence. 
It was at» - 
eolutely Impossible for him to realize 
that tho woman and children who 
eerved hint so devotedly 
wore 
hi« 
wife and children. 
Thetf ennae 
a 
slig ht 
stroke 
of 
pamly tia, 
He was In bed only n few 
day s. 
It was warm weather. 
K« tle- 
! man, who had been hurt seven y ear» 
before In the winter time, sat np sud­ 
denly and demanded to know what 
bad caused tho chang e from such ex­ 
treme cold 
to the beautiful 
spring 
day . 
“And, Mary , how fat y ou are,” he 
exclaimed. 
Mrs. Edleman hail g rown 
very stout during 
tho seven 
y onrs. 
Then EUIemnn’M oldest daug hter came 
In. 
She 
w u h a y oung woman and hq 
did not recog nize her at first. 
Soon friends of his blacksmith day s 
came In, summoned by Mrs. Edleman, 
and ho recog nized them Instantly , but 
when 
11 man with 
whom 
he 
had 
worked for two y ears for the street 
railroad entered Edleman 
did 
not 
know him. 
Kdieman Inq uired for his brothar, 
and althoug h he had attended the 
brother’s funeral throe y ears ag o he 
refused to believe that brother was 
dead. 
Finally be beg an to wonder 
how he hnd conducted himself dur­ 
ing the seven y ears, 
His wife as­ 
sured him he had been uprig ht and 
honest, and had made more money 
than ever before lu bin life. 
That 
phase of the second 
existence 
ap­ 
pealed to Edleman, and ho conceived 
the idea of underg oing an operation 
in an endeavor to restore himself to 
that condition, but phy sician« con­ 
vinced him of its Impossibility . 


f t he 'Sav ic 
R&r 


B lö k j? - • -¿ 


A 
F A I T H 
F O U N D A T I O N 
N E C E S ­ 
S A R Y . 
Luka vi, 39-49—June 9. 
‘Hr g * 
</i» (» v o f th e ll’ord 
a n d n o t h i'iirer» 


1 *« /« . tletrit'(tty ¡to u r o ttn 
stip e*,"— J a tw a 
i. t* 


Northern Steamboat 
ny 


C 


he g r e at TEACHER in to­ 
day 's lesson emphasizes the 
ueeessity of knowledg e aud of 
a faith built thereupon 
Tlvo 
blind lending tlm blind represent the 
ig norant lending the Ig norant into dif­ 
ficulties. 
The destination soug ht by the Jews 
was fellowship with and relationship 
to God His hig hest favor, mentioned 
to Abraham, say ing . "In thy Seed shall 
all the families of the earth he bless­ 
ed.” 
St. l’nul say s of that promise. 
"Israel hath not obtained that which 
In* socket It* but the election hath oh 
tnliml it and the rest were blinded.” 
The entire Jewish raer? was blinded 
and turned aside aud fell Into the pit— 
into confusion, darkness, separation 
from God. 
This was the very matter 
ag ainst which Jesus forewarned them. 
How Important that God’» people ns> 
og nljco tin* true Leader. Jt-sus, and heed 
not the voice of others! 
Alas! we find thut many of the g reat 
aud wise rtf the principal pulpits of 
the world are undermining faith try 
telling that the Hl- 


Spend Your Vacation 


This Stmmier on the 
$cenk Upptr Mississippi River 
The Finest Trip in th<T World 
FROM 
Davenport la. 0 Rock Island lll\ 


TO 
St. Paul And Stillwater Minn. 


ONTHE 
BIG ELEGANT SIDE 


"Vo n t o n t first 
tan» ”— 
Isaiah, J eremiah, 


200 Cartoons Tell More 
Than 200 Columns 
! The W orld’s Best Each Month 


PUBLIC SALE 
Saturday , June 8th, at 1:30 p. m., 
on vacant lot Hennepin \v<-., next to 
Dixon 
Steam Laundry , Dixon, 111 
Horses, new bnis^ trimmed harness, 
heavy 
spring 
wag on, butchering 
tools, 
carpenter 
tool« , household 
g oods of all description , new bed» , 
new davenport, dishea and g lasawnro, 
i etc. 
A dd 
i> 
, 
1 C artoons from dailies and w eeklies 
published in 
u- Mlss -Nome Rosbroak, East l e t : this co untry , L ondon. 
D ublin. P a 
................. 
St. Phono 14410. 
tf f 


WANT ED. A man to work on the 
farm. Good wag es 
and a steady 
position to rig ht man. (No milking ). 
I. B. Country man, Dixon. 
31 0 


| kOR RENT. Furnished rooms at 
4 0x 
South Hennepin Ave. 
2 otf 


LOST 


FOR SALE 


FOR SALE. 19 1-2 foot launch eq uip 
lmd with a 3 H. P. eng ine, canopy 
top, cushions, ice box, flag s and ot.i- 
er extr;#5. A g ood family boat in per­ 
fect condition. Tom Foxley , Grand 
Detour. 


FOR SALE CHEAP. 
Enq uire phone 992. 
Chain 


29 0* 


pun.p. 
tf 


FOR 
rent a 
SALÄ- 
room— 
— Do 
-if so, 
y ou want 
to 
buy 
a “ For 
Rent” card 
Ten 
F. Shaw Ptg . Co 
cents at the B. 


2 2 tf 


LOST. Child» clank blue straw bat 
trimmed with flowers and ribbon.i 
Mrs. Henry T. Noble, E 3nd St. Tel - 1 
ephone 13101. 
12tf 


LOS I 
at Family Theatre Saturday 
evening , a packag e of fig ured rib­ 
bon and two Irish crochet ornaments. 
Finder please return to Mrs. Z. W .; 
Moes. 
19tf 


LOST. 
Last evening at children’s 
j 
party , handkerchief with butterfly 
desig n in corner. Mrs, Herbert Hop­ 
per. Phone No. 
11. 
2 4tf 


I LOST. ,\ hig h school class pin. 
Ini-1 
j 
tin Is E. H. S. 1911 on, can be iden­ 
tified if found. Finder please 
return 
j to Miss Maude-Albrlg ht, 70> West 
4 3nd St., and receive reward. 
32 
3 * 


,, . . 
.... 
. _ 
. ans, Berlin, 
M unich, V ienna, W arsaw , B udapest, 
St, P eters­ 
burg , A m sterdam , S tu ttu a rt,T u rin, Rom e. Li: bon, 
Z urich, T okio, S hang hai, Sy dney , C anada, and 
South A m erica, and all th e g reat cities of th; 
w orld. 
Only th e 200 best out of 9.000 caitoona 
each m onth, a re selected. 
A Picture History of World’s Events Each Month 
CAMPAICN CARTOONS — Follow th e 
cam paig n in ‘ C a r to o ns ” and v/atch th e oy p- . 
m g parties caricature each other, 
YEARLY SUBSCRIPTION » 1.50; SINCLC CORY 15c 
One free «ample cepy will J* mailed hy .1 !r< .in,- tic 
: . 
ledicr, It. U.Y'IN!.>ioK, iii W. 
a;-* it. C.HI' v ■ , 
ASK 
YOUR 
N E W S D E A L E R 


Terms Cash. 
CHARLEY BENSON. 
1) M. Fahrney , Auctioneer. 
C, H. Leake. Clerk. 
31 1 


WANTED at 


Worley & Close Blacksmith Shop 


Hor« *e shoeing , corn plow shovels, 
plows, tire setting , word work. 
Re­ 
pairing of all kinds promptly and 
neatly done, prices ri^ht. 


PHONE 647 


: Shop 87 Peoria Ave. 
Dixon, III. 


D 
J i HACK t t i Z T ’ 
HAWES & AKEMEN Props. 
J * n d 
Px-wing erF to *11 Trnu.« fr -rn my* 
part of City 
P irtir. . rune, a . I Wodd u*- 
Hpnctnttjr. 
HOTH 
p h o .s k ^ - ixi 
313 Fir« it Street 


SANDUSKY PORTLAND CEMENT 


CARLOAD JUST RECEIVED 
Let us fig ure on y our req uirements. 


FRED GLESSNER ESTATE, 
Eldena, 
■ 
III. 


INJURED WHALE TOWS SHIP 


F lv s 
Bom bs A re 
Necessary 
to 
E nd 
the Life of a M a m m a l That M a k e s 
a H ard Struggle. 


Hoq ulam, 
W a» h—Bring ing 
in 
a 
larg e cow whale, which put up oru* of 
tho toug hest fig ht» ever experienced 
by whalers out of thin port, the steam­ 
ship Paterson arrived from a cruise 
down the const. 
After the big mam­ 
ma] was harpooned nho foug ht for flVo 
hours, neveral times threatening dis­ 
aster to the whaling ve» » el, which g bt 
numerous hard bumps. 
It wa» finally 
necessary to fire five bomb» before 
the whale wa» killed 
During the 
early stag es of the battle the whole, 
with a harpoon firmly imbedded In her 
fletih, dashed away northward 
with 
the whaling steam » hip In tow at u 
into of 20 miles an hour. 
While off the Columbia river, the 
crew of the Paterson witnessed u 
school of cod, pursued by fur seals 
and porpoises, almost filling the water 
with a solid mass of fish. 
Fully a 
thousand porpoise« were in evidence, 
dashing about and often leaping ton 
or twelve feet from the wafer, 
Tho 
fur seal are on their way north to the 
rookeries of the Alaska peninculu. 
The whale broug ht in by the Pater­ 
son 1» the tenth killed in thirty day s. 
One other whale was shot on the 
crui e 
The bomb killed the animal, 
but the harpoon failed to enter tho 
flesh and 
the 
carcass sank. 
The 
whalers Pater» on and Moran, now oj>- 
erating out of here, 
soon 
will bo 
joined by the first of three new » team 
whalers being built at Beattie. 


F alling W in d o w Hang s Boy. 
Charlottetown, I*. E 
I. — Harry 
Arbing , an 11-y ear-old boy , was killed 
here by a strang e accident. 
He went to bis school to lig ht the 
'Ire, ami, not having a key , stood 
a 
board ag aiiJHf Hi»* side of the building 
and climbed to the window The board 
slipped and the window came down on 
his neck, leaving him suspended there. 
A neig hbor notided the bey hang ­ 
ing from tin* window and hastened to 
Lis rescue, bur found he was dead. 


bit? 1« not Divinely 
Inspired, that Moses 
aud t 1m* Prophets 
did not write the 
books ascribed to 
thorn, and hence in­ 
directly say ing tlrnt 
J chuh and the A pox. 
ties were deceived 
when 
they 
made 
q uotation« from tho 
Old Testament r.ml 
ascribed them Jo 
Moses, Habukkuk, etc. 
These g reat men sty le themselves 
Hig her Critic« and endorse tho theory 
that humanity is underg oing n process 
of evolution from monkey •likeness up 
to God likeness. 
They are thus indi­ 
rectly telling their |R‘ople that there 
was no fall from God’s imag e nnd like­ 
ness, tluit there was no sin committed, 
no sentence for « In, no Redeemer from 
« in and Its sentence and that Restitu­ 
tion Is not to be hoped for.-Aets 111, 
10-21. 
Humility a Character Foundation. 
'The iMirabm o f n man with a beam 
in Id« ey e try ing to pick u mote out of 
his brother's ey e was a forceful meth­ 
od whereby tlm JVfnstor IneuUwted tho 
necessity of humility . 
Huy dUty Is a 
foundation virtue. 
Tho Lnttn word 
for humility Is h u mu s, g round. 
This 
implies that It Is tho soil out of which 
other \1rfuoH are produced. 
Those 
who think they know every thing <*mn 
h*uen nothing , 
flow henutifwi It is to 
realize that Jesus was humble and 
that all the? holy ang els are so! 
Grapes Off • Bramble Bush, 
While the Hcrlptures forbid God’s 
people to Judg e one another, they do 
commend to us another kind of Judg ­ 
ing . 
While not condemning tho tmart 
wo are to Judg e of the outward con 
duct, 
Tito parable which our Lord In 
this lesson g ives respecting the g uth 
erlug of g rape« from bramble bushes 
Illustrates this point, God's people are 
llkeimd to tin* g rape-vine, which pro­ 
duces no thorns hot luscious clusters 
of fruit. 
Mankind In g eneral are flk 
enod to bramble bushes, ready to In 
Jure, on tho slig htest provocation, and 
an* merely Hclf-MUHtainlug . 
We are to 
disting uish between » neb characters 
and God's people; "Hy their fruils 
Hliall y e know them.” 
It 1« « aid that at times a bramble 
hush 1« entirely covered by a vine so 
that Hie g rape« appear to t«* coming 
frotu the hush. 
However, we are not 
to ix* mistaken. 
A g ood tree cannot 
bring forth evil fruitag e, neither can 
an injurious tree bring *forth g ood 
fruitag e. The lesson Is that those who 
nr« * really God’s jiooplo must in? fruit 
hearing cIiko they are none of Ills. 
It, 1« t hi-re fore u«<*1<*hh for any man 
to tell us that he has g iven his heart 
to th« » Lord in ful 
n«*HM of consecration 
and that be has re­ 
ceived the » a net (Ty ­ 
ing Influence» of th<* 
Holy Spirit and y et T 
find 
him 
rejoicing 
in sin. taking ptcfts 
ur« * In iniq uity . In­ 
justice, 
selfishness 
and a course of life 
I n J u r I o u s to Id« 
"Th ts ru in o f th a t 
mdg llfxirH. 
If 
fils 
h o u se tru n mea t," 
}j(.iirt 
,K. 
ofinn(i<.(j 
Hi«.* results will lie manifest In his dal 
ly Ilf« *, bent into "out of the abundance 
of the Imart the month sptoiketh.” 


T h * House on the Rock. 
This parable illustrates two classes 
of I *.» l|cvers. 
I loth hear the Great 
T« » neiiei*'« Inst ructions an« J l*?ll<*ve and 
r« *ar 
faith structures and entertain 
h« » av« *nly hop« » « . 
Rut Hu* «»m* 1« more 
prudent 
than the other. One s« « *k« for 
the doetrin« *,« and principles of the Hi 
v!;h.* Word, and builds id« faith « Inn* 
tor« * t here« 
i s m i . 
Hi« faith, th« *refor« *. 
cannot fall whatever storms tmtv a« 
sail 
T he nil wise believer build« upon Hit* 
traditions of Ha* « » Iders. the cree 1« of 
th« * Dark Ag « *x, He. 
H*» fulls to .**j» 
p re da te Ha- ueeessffy for h iving a 
proper foundation for faith and work« . 
In flu* firm* of stress u!*li which fhh 
Ag e will cud af! « ueh will find the 
fo u n d a tio n 
sv» *pt 
nu av; 
Hi »y v. PI 
th e re b y 
nfter g re a t h e - 
Hi. Ugn 'In*' 
th« *m« l» h e ■ !nav be Vive» } ■(-. o. Ii-*e 
tribulation. I Goriuttmms HI. 1:5 U5. 


WHEEL STEHKIER 
M ORNING 
STAR 


Commencing J u n e I, 
leaves Rock Island every 
Saturday a t J p .ro , 


Write for folders to 
W, H, UMONT, 
Qen. Agen^. 
Davenport, lown. 


Wind Mills 


I have seeured the agency for 
hour of the Best makes on the mar 
ket. Competent men to erect mills 
nnd do pump work. 
W. D. DREW, 
9 0 Peoria Ave. 


Dr. Gertrude E. Wold 


715 W. THIRD STREET 
DIXON, ILLINOIS 
____________ 
PHONE 14780 


A WNNINGS 
Store and Residence Awning a 
Speciality. Order you Awning Now 
letter shipment, to avoid spring 
nii» h. \ have the bert Fire Insur­ 
ance und kindly solicit a share of 
yours. 
ROBT. ANDERSON 
m VVom* First 
Pima« 141*07 


FOR SALE OR EXCHAN6E 
N. W. MIHmmm 
LOItN, J jfiiVKB 
AND BLUE tiKAHH LAND. 
Missouri Htato Hoi] Map Free. 
WRITE Tf) RAKEL 1 . MEEK. 
86mo6 
Chllltootiie. Ma 
W ill Sha nk 
Plumbing and 
Heating 
21)2 First St. 
Phone 9 9 1 
Basement F E. Slileley Building 


A beuutiful lockage cmtairrfng 
Hweetness, Daintiness and * Ukefal- 
ness 
sepectnlly suimhle Tbf 
Äie 
“ Sweet (Tiri Graduate" at (^ft Slwp 
M/556S Lenora 6 Edna Rosbrook 
TcU^hy rjr 
I h »S. 
F, First $t 


A. C- WO&DYATT. 


Palntinjç, Paper Hang- 
ing and W all Paper. 


■■ 
. S v 


THE MODEL SHOE STOHE 
FINE 
SP J E REPAIRING 


Iieadq Kn tefs For Shoo kejifgrlng. 
All Shoe« nnd Repairing (J narantfetd 
LOL'IS REN, 


M2 F -nrt Si. 
Olson III 


CAMDAfMMS 
TOR SALE 


S a s k a t c h e w o n , th e World's 
G r e a te st W h ea t G ro w in g 
S e c tio n , Where Power Ma­ 
chinery Farming Is Making 
Fortunes. 


The land is the finest wheat land on 
the continent. It can be operated with 
BIG POWER MACHINERY. I will 
FURNISH THE MACHINERY and 
OPERATE THE FARM for y ou for a 
SHARE OF THE ANNUAL CROPS 
THE CROPS FROM THE LAND 
will pay for it in from two to three y ears 
TERMS OF PAYMENT can be ar­ 
rang ed to suit YOIJR CONVENIENCE 
I am now operating a number of farms 
in the same district for Illinois, Iowa 
and Wisconsin people 
This is AN EXCEPTIONAL PROP­ 
OSITION,and req uires but a small outlay 
of cash. Full information upon req uest. 


T. C. KELLY 
4G3 First National Bank Bldg. 
Chicag o 


BEECH-NUT 
Peanut B u t t e r 


Beechnut Peanut Butter 


Takes the Place of B u t­ 


ter. 
Ju st The Thing To 


Include In Your Lunch 


W hile Pishing Or On 


That Automobile Trip 


10, 15 and 25 Cent Jar?- 


Earll 
Grocery Co. 


[NEWS » ILLINOIS 


Tebgraphic Chronicle of 
State Happenings. 


DOUGHERTY HAS CITIZENSHIP 


Gov. 
Charles 
S. 
Deneen 
Restores 
Rights to Former City Superin­ 
tendent and Treasurer of 


Peoria Schools. 


tt 
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Pineapple Canning Week 


W e will have on sale Tuesday and 
the balance of the week fancy 
Canning Pineapples. 


Springfield, .June 7. 
Got. Charles S. 
FVneeu restored to full 
citizenship 
Newton C. Dougherty, former city su- 
erlntendent of schoola and treasurer 
of the public schools of peoria for 
many years and also president of a 
hank there 
Dougherty was sent to 
the state penitentiary at Joliet for em* 
hezzlement of the seiiool funds. 
He 
was released ott parole November ft, 
’ftOf), and on May 2*' last the state 
hoard of pardons, sitting at 
Joliet, 
voted to release him from parole, the 
vote standing 2 to 1, It being under 
stood that P. A, H ntv ely of this <’|ty 
voted against the releasing of Dough­ 
erty from parole. 


Extra Large Twenty-four size 


Extra Large Thirty Size 


0 
It pays to can only the large pine­ 
apples 


: G E O . J . D O W N I N G 
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Attempt to Wreck Train. 
Mount Vernon, June 7 
Joe Nich­ 
olas and Earl Heap, sevonfeen-year- 
old boys, are held to await the action 
of the HEhland county grand Jury for 
ittemptlng to wreck a train on the 
Illinois Central. 
A pile of rocks and 
heavy timber was placed on the track 
it the approach of a trestle and the 
obstruction was hit by a freight train. 
They gave no reason for their action 
other than they wanted 
to 
see 
a 
smash-up. 


PRINCESS Theatre'north sid e grocery 
TONIGHT 


Illinois Bankers Elect Officers, 
Jacksonville, June 7 
At the sixth 
annual meeting of Group Eight of the 
Illinois Hankers’ association, which Is 
mm posed of the following counties: 
Adams, Greene, Morgan, Grown, Han­ 
cock, Pike, Cass, Jersey, 
Schuyler. 
Calhoun, Menard and Scott, held here, 
the following officers wore elected: 
Chairman, J !.. M iller of West Point; 
vlce-rlutlrmun, J 
It 
Penreo of Quin­ 
cy; vice chairman, T. S. Chapman of 
Jersey ville; secret a rv t ronsurer, E. IT. 
Kinney of Heardstown. 


T I I E S I Mi P E N T E\ ICS 
A Drama 


L E A P Y E A It, 


! 
A Comedy 


H IS P A I5 T M IP S W I I E 


A Western Drama 


Admission 5 Cents. 
Matinee Saturday p. m. 


at 2:30.i Evening perform­ 
ance at 7:00. 


Farmers’ Biggest 
* Money Maker 


T hese arc the v e r v 
Wu rUs one rnu ii u sed In 
telling u s abou t his 
.eld reliable Magi 
% c a w .Slid 
lie 
added: “ Ifl wa* 
a fa rme r owning 
o n l y 20 acre» , 
» *« 1 it I 
h a d 
t o 
bor r ow 
the money . 
1 wou ld hav e 
a S a g i n a w 
S i l o .*• 
T h e Saginaw 
preserv es y o u r 
sila g e perfectly 
—giv es y ou . at 
one half to one- 
fifth the old coat, 
an a b u n d a n e e 
of desh • bu ild­ 
ing ration tor 
y ou r fattening 
s t oc k and the 
richest bu tter produ cing feed for y ou r 
dairy cows all throu gh the winter. 
Tito 
Saginaw is bu ilt to do this for a lifetime. 
It Is as solid as a m ass of granite. It 
can nev er blow down. 
* 
Come in and let u s tell y ou abou t the 
Saginaw 's patented 
I nne r Anchoring 
Hoop and the All Steel Door Fram e 
No one else allowed to u se them. Let u s 
also tell y ou abou t the wonderfu l 


Maple and Dancy 
Groceries 


Goods delivered to all parts of 
j 
the city. 
A. J. Cooper, Prop. 
lO^N. Galena Ave 
Phone 15L 


Fami l y Theatre 


J A S . 
M IC IIE L S T E T T E R , 
Manager. 


Thursday, 
Friday, 


Saturday & Sunday 


J UNt. 6, 7, 8, and 9 


S on of Gypsy Chief to Wed. 


Dutpioln, June 7 
Neurlv 100 gvp* 
Rie« ure camped In fin» 
Ht. 
John’s 
Grove, northeast of thin city, repre­ 
senting the tribes of several states. 
The occasion of the encampment and 
attendant festivities Is the announce­ 
ment Of the engagement of M. C. Mc­ 
Millan. ¡e n of Chief Stephen McMil 
Inn and Marv Nlckhols. 
The unique 
ceremon,\ attracted hundreds of sieht- 
seers from thin 
city 
and 
near-by 
towns. 


RILEY AND 
TWIN 
THE O’NEILL 
SISTERS 


Whirlwind 
Silo Filler1 


Strongest, Simple*!' 


and Mutt DuraúlgV 


In a dean Singing, Talking 
and Dam in*» nu mber 


EARL, JENNINGS & EARL 
Introdu cing 
Hov er 
v iolin 
; nil "piano play ing a ho y mg- 
inji ttte latest song’s. 


2000 ft. Moving Pictures 


Piet urea changed daily, 


ANY SEAT 10 CENTS 


Matinee Saturday, 3 P. M 
Admission 5 & 10c. 
Two Shows 7 :15 & 9 p. m. 


Williamson Is Flks’ Chief. 


Joliet, 
June 
T 
Thirty 
thousand 
People viewed the parade of the Illi­ 
nois 
Elks. 
Chicago 
Heights 
was 
awarded first prize for having 
the 
•o- t percentage of members In line, 
¡7 per cent marched 
At the executive 
cessions. Hock Island 
was 
awarded 
next year's gathering and Ralph M 
Hamburger of Chicago was defeated 
by C. A. William son of Quincy lor the 
Illinois presidency. 


Normal School Diplomas to 137. 
IUoomlngti tt, June 7 
One hundred 
• tul thirty-seven students were crant­ 
ai diplomas at the commencement <’\- 
crclses of the State Normal utiiver- 
Itv 
The da s Is tlie I,argent in the 
lfty-tbpee years of the Institution's 
history. 
J’oieg R. W alker of Heck 
' rd, president of th<» stai > hoard of 
'duration, delivered the address 


The BARGAIN 
COUNTER 


Merchants to Their Patron» 


St raw!terries. 


W e ll, eay, do you 
want to 
buy 


them direct of the grower you can do 


ho at 117 Peoria 
Ave., 
<>ur down 


town office W e are the largest grow­ 


ers litre. 
Hi« ker.s Wanted. 


Berries now' ripe and we want plea 


er« at 311 Grab an Ave., 
3 blocks 


west of Long’s greenhouse. 


T o (¿rowers. 


W h ile wa 
have? a big lot of 
our 


own, can . in die all your crop .o ad- 


minge, If : 
quick. 


28Lf 
P. C. D O W S E R . 


Campers 


mal. : arrangem en; - 


T A K E 
N O T IC E . 
% 


F o r Qui« k Hervirá, rail Jo h n Fel- 


I «* 
wm f«»r .'lilw aukee Deer. 
Phone 


I2.*5, 117 Peoria Ave. 
9 21 


Comply with the now 
postal law 


by paying your Btibaeriplion to the 


Telegraph in advance. 
, 


P R IV A T E HA E E . 
50 gtock heifers, steers and a few 


cows at Illinois Central slock yard- 
on Tuesday, Ju n e I I . 
If you want 


good stock he on hand. P. J. Fitz­ 
gerald, 7*M' Highland, 
¡I I 3 


Painting and Paiieriiig. P. 


1er. Phone 13 59 2. 


II. 
Kan/* 


31» ♦; 


L A W Y E R » . 


W e have stationery especially suit 


ablo to your needs. Call No. 5 and !.i°k 


to seo samples. B. F. Shaw Printing 


The ladie . of the North Side church 


w ill hold a 
ake sale 
at Su llivan 's 


drug store Saturday, Ju n e S. 
32 2 


Subscribe for the Telegraph, 
the 


oldest newspaper in Lee county. E s ­ 
tablished in 1ST» I; 51 years old. 
tf 


T ry u for sale ad in the Telegraph. 


2 5 words 3 times for 2 5c. 
tf 


How can y ou think of cam ping 
w*Uiou t a Victrola. Why they are 


the greatest sou rce of pleasu re poss- j 
ible; and y ou can get one to fit ai,y 
sized pocket book. 
Don’t go into camp withou t one. 
Come to ou r store u x lay and make 
y ou r selection. 
10HNE. MOYER 


Phonographs, Talking Machines. 


Ru gs Linoleu m Etc. 


7 8 GALENA AVE 


C a p ita l & S u rplu s 


Two Hu ndred Thou sand Dollars 


Resources Over 
ONE 
MILLION 
DOLLARS 


Savings Departmen 
Commercial Department. 
3 Per Cent Paid on Savings. 


Do not buy 
an automobile untiP 


you neo George Durcheil, E rie , 111. 
Call him by phone. 
tf 


F I R E FIY SSD 
JUIRN AT A 


SUN D AY S C H E D U L E 


To Lowell Park, Regular 
Sou th Side 10:15 and 2:30 
Open to engagements to priv ate 
parties i t any time. 
Phone 1 ItilM or address 


H. M. COE 


SPRING 
ANNOUNCEMENT 


You will enjoy a visit to 


our store to inspect our 
New Line of 


Linoleums 
Mattings 
Rugs 
Curtain Stretchers 
etc. 


Our store is equipped 


with one of the largest 
stocks 
of Furniture 
in 


Northern Illinois at prices 
that are hound to meet 
with your approval. 
C. G o m a n 
U N D ER TA K IN G 


Ambulance Service 
Licensed Embalmers 


203 First Sreet. 


A Glassy Smoke 


Every Puff a Pleasure 


Ru nning 
to cu t i« !-! 
nn-imfhdderlu 
* KÌN. a liui<- than any «-U». r I iti. i u iu .lt 
it 
BliriH!» a. w.-ll 
flav e M-u 
of 
U l- 'Ii e - « u r in a r «H-'tt- 
» '1 b „ H u .lrrit ««.J tif 
e* II. I *no‘'l VS u Uu v e u lit*) 
iu j 
jfou. Call ttíxú uek. 
* 


John W . Duffy/ 
* 
Telephone 
42-2 
Rings.-13559 
009 Third Street. 


« f . - - » » 
• ' III III!■! — 
I W 
I T 
m ill— J ||. 


S P E C IA L S A L E 


Shoes 
i> 
Clean uj 


1 bought 
IP« 


ON 
Mixed Paints & 
Barn Paint 85c a gallon 


DIXON PAINT STORE 


FR ET) FU E L L S ACK 


O l i i « . 
, 
i 


To come here for Seasonable 
prices low enough 
to make ; 
Sale of the Bankrupt Stock 
Bare foot Sandals, 5 to 8 


Bare foot Sandals, 8 I 2 to It 
1 2 . . .55« 
flare foot Sandals, 12 to 2 . ............ ,65« 
Ladies* Oxfords and Pumps, 50c to ¡¡¡1.75 
: Ladies' line shoes .................98«- to $2.0( 
j Men’s Bric k Shoes, tan and o live 
$2 01 



— . j Men’s Oxfords .................................7f)C t0 $2 
I Men's Tennis Shoes.............................. 


Varnishes B(,ys' .............................i 


Phil N. M arks 


The Farmers nod Working MansFHeml 
Store 
the Störet h u 
m l» s » 
II 
sn 


Decatur Man t)ies of Injuries. 
Doetitur, June 7 
Lt vl liana«!, Ilfly, 
'.v<»ll-to-do farmer, near Edinburg, died 
from Injuries r«‘celved when bis unto 
Duned over and went Into the ditch 
near Dis homo. 
Hnrrod iti uttompt- 
'tig to prevent th«> m:i«'hlno striking a 
dog made a sharp turn 
He 
was 
found later under bis machine by peo­ 
ple passing. 


Boy at Picnic Drowns. 
Effingham. 
June 
7. 
Seized 
with 
cramps while swimming in the W a­ 
bash rivet', a mile west of Effingham. 
UovhIuh Worm tn, fifteen-year-old son 
' < Mr and Mrs 
A 
I 
Wortnan. was 
growned 
He had been with school 
companions at a picnic. 


Flood Fight Cost $50.000. 
Cairo, June 7 
The tight Cairo put 
up against the flood in April cost the 
city over $50.000 
Most of the money 
was spent for labor and sand bags. 
The expense of the 
committee 
to 
Washington 
and 
Memphla 
are 
In­ 
cluded. 


OTTO WITZLEB 


PUIMBING & HEATING 


Under 
Princess Theatre 


Save Money 


B y Buying 


Meats and Groceries 


At 


STITZEL 


123 Peoria Avenue 
Bros. 


Phone 106 


Nurses 
wanting callin g or pro- 


feseional cards should go to the B . F. 


Shaw Ptg. Co. Style correct. Prices 
reasonable. 


Nothing Is More 
Suggestive 


of the regard in w hich the 
deceased was held than a 
substantial, well iin i hed 


MONUMENT. . 


It is a lasting m cnuf 
mentof their worth 


W e can supply hand­ 
some monum ents of gran­ 
ite or more modest stones 
of marble varying in price 
according to m aterial and 
labor expended. 
L e t us 


furnish th at 
m onum ent 


you are looking for. 
C. M. SWORM 


Phone 334-515 


J. F. HALEY 
General Insurance Agency 
Office Room 3, 112 Galena Av enu e, Opera Block, Dix on, 111., 
Home Phone No. 7 3. 
Call anti see me when in need of Fire, Lightning and Tornado, 
Health and Accident, Au tomobile and Plate Glass Insu rance. 
Also write Indemnity and Su rety Bonds 


P IN E A P P L E S will last a few days yet at the 


old price. Hom egrow n S T R A W B E R R IE S w ill 
be coming a little more pleniful the coming 
week. 
Not expecting a real heavy crop this 


year. 
W arm er countries are now furnishing 


us w ith W aterm elons, Muskmelons, Goose­ 
berries, Cherries, besides the old standbys Or­ 
anges, Pineapples, and Bananas. 


DIXON GROCERY COMPAQ 


I gu arantee the q u ality . 
J. W COWLEY. 
___ 
"JO E 
COWLEY" 


Q u a lit y 5 c C is ja r 
Ask 
Your 
Dealer 
for 
this Cigar 
RUHSTRAT-GOWLEY GO. 


101 N. W abash Ave. 
CHICAGO 
W abash Ax e. 
D istributo rs 


J 


IV e you money. 


Bloomington Man Dies Suddenly. 
Bloomington, June 
7. 
Elias 
Bow­ 
den, mombor of (ho Mnroa city coun­ 
cil it ml board of education, died sud­ 
denly, aged aevonty-two. 
Quo non, 
Edwin, ami one slsWr. Mrs. Mattie 
Wells, both of Chicago, survive. 


Played Truant a Year. 
Elgin, Juno 7 
-After buying a grad­ 
uating outfit and presents for tboir 
son, Earl Midgcly, Ills parents discov­ 
ered he had not be'on in high school 
for more than a year. 


Shannon W ins French Race, 
Paris, June 7 
Shannon, owned by 
W . H. Duryea, won the Prix des Aca- ' 
clas of 25,000 francs at the Hois de 
Bologne meeting. 
The distance was : 
2.400 meters. 
Six horses started. The 1 
winner was ridden by Jockey McGee, ' 


Dixon Loan & 
Bui l di ng Ass’ni F. 
w. r i n k 


N O W IS T H E T IM E 


to take care of your 


C H IC K E N S - 


R at Proof, Storm Proof. 
No covers to smother in. 


$10.80 for half dozen, $21.00 dozen. 


E. J. FERGUSON 
Hardware 


J. N. STERLING, Secy . 
Opera House Block, 
Dixon, III 


is selling the best Soft 
Coal that can be bough;. 
Washed Egg and Washed 
N u t , Lu m p Coa I, H a rd Coa 1 


Office and scales corner First it 
High 
and Avenue. 
Phone office i4() 
Residence Phone 1054 


VVe 
V j- W ' Tradins 
Giv e 
Stamps 


REAL ESTATE, 


O F F IC E 


E . F . DOWNING 
LOAN 
AND INSURANCE AGENCY 


O V FR C ITY N A TIO N A L BA N K . 


Subscribe for the Evening Tele 
graph, delivered at your door for 10« 
a week. The oldest and largest papei 
published in Lee county. 
tf 


Eire, Tornado and Live Stock In= 
surance, also United States Health 
and Accident Policies, Houses to 
Rent, Farm and City Property for 
Sale. 
Money to Loan on Farm 
and City Property. 


LIST YOliB PROPERTY WITH US 


SUCCESSOR TO WM PHILPOTT. 
PHONE 29 3 


